The Gazette 


of India 


To 


सन्यमेव जयते 


PUBLISHED BY AUTHORITY 


num 


SIMLA , SATURDAY, APRIL 6 , 1957 


Separate paging is given to this part in order that it may be filed as a separate compilation 


PART NI - SECTION 4 
Miscellanoous Notifications 


RESERVE BANK OF INDIA 

New Delhi, the 26th March 1957 
Issue Department 

Portions of the following note (s ) of the Delhi Office of 
issue are stated to have been destroyed and an applica 
tion for payment of its / their value has been received 

from the person / party whose name is shown against the 
NOTICES 

number ( s ) . Any other person / party who consider (s ) 
Bombay , the 9th March 1957 

himsell / themselves as having a right to it / them is / are 

warned to communicate at once with the undersigned . 
Portions of the following Note ( s ) of the Bombay Office 
of Issue are stated to have been destroyed , and an applica Register No. - W . D .21 / 57 . 
tion ( s ) for payment of its / their value has / have been re 

Notes Nos . - B / 40 -970855 and B / 40 -948530. 
ceived from the person ( s ) / party whose name(s ) is / are 

Value - Rs. 100 each . 
shown against the number ( s ). Any other person / party who 

Name and address of the applicant- Shri Jugal Kishore 
consider ( s) himself / themselves as having a right to it / 
them is / are warned to communicate at once with the Mehra , 1218 , Chandni Chowk , Delhi. 
undersigned . 

Register No. - W .D .22 / 57 . 
Register No. - D .21 / 57 . 

Note No. - X / 0 -023544 . 

Value - Rs . 100 . 
Note No.- A / 2- 253407 (New Asoka Pillar) 

Name and address of the applicant- Shri Jugal Kishore 
Value - Rs. 100 . 1 

Mchra, 1218 , Chandni Chowk , Delhi. 
Name and address of the applicant - Shri Ajmer Singh 

M , L , BHALLA 
C / o S . Partap Singh , Kohinoor , Clement Town, Dehra 

Currency Officer 
Dun ( U . P .). 

INDIAN COAL GRADING BOARD 
Register No. - D .22 / 57. 
Note No. - A / 13-186222 ( New Asoka Pillar). 

NOTIFICATION 
Value - Rs. 100 . 

Calcutta , the 27th March 1957 
Name and address of the applicant - Shri Shankar No. 1 — Mr. M . R . Das has been nominated by the Bengal 
Kondaji Mate, At & Vill. Dongargan , Post Jeur , Tal. & Chamber of Commerce and Industry , Calcutta , to be a 
Distt . Ahmednagar. 

Member of the Indian Coal Grading Board vice Mr. G . D . 

Longhurst, 
Register No . — D .23 /57. 

A , T. MUKHERJEE 

A . B . GUHA 
Note No. - A / 0 -660109 (New Asoka Pillar ). 

Secretary 

President 
Value- - Rs. 100 . 

Coal Grading Board 

Coal Grading Board 
Name and address of the applicant - Shri Kosarimal 
Premachand Parmar, Kirana Merchant and Commission 

MINISTRY OF COMMUNICATIONS 
Agent, At Karjat, Distt . Kolaka (Central Rly .). 

( Posts and Telegraphs ) 
The 23rd March 1957 

NOTICE 
Register No.- D .25 / 57. 

New Delhi, the 28th March 1957 

No. 25 /6 / 57 -LI — Postal Policy No , 51048 - C dated 18 -7 -53 
Note No. A / 7-414082 (Old Asoka Pillar ). 

for Rs. 1, 000 EA - 50 held by Shri B . R . Shadangule , Civil 
ValueRs. 100 . 

Secretariat, Bombay having been lost from the custody 

of the department notice is hereby given that the 
Name and address of the applicant - Shri Shri Ram J. payment thercof, has been stopped . The Deputy Director 
Darooka , C / o M / s. Jwalaprasad , Shriram , Bhupalganj, Postal Life Insurance, Calcutta is being authorised to issue 
Bhilwara (Rajasthan ). 

a duplicate policy in favour of the insurant. The public are 
av PANTOINT cautioned against dealing with the original policy . 
Currency Oficer , (Offg .) 

A . N . JOSHI 
Asstt. Dy. Director-General ( LI) 
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MINISTRY OF INFORMATION AND BROADCASTING 

Central Board of Film Censors 
Particulars of films granted or refused certificates by the Central Board of Film Censors (Regional Office , 

Bombay ) during the week ending 9th February 1957. 
Instructions : B - Bombay ; C - Calcutta ; M - Madras; U --Certified for unrestricted public exhibition , 

A -- Certified for public exhibition restricted to adults 

i. e. persons of 18 years. 


Length of 

the film in Name of the person or 
Name of the Almoxamined fort and No . Co applying for the 

with luogtugo of Roola | ooMifloat. on with address 


Berlal Applica- 
No. oon No. 


Romarka 


Name of the person or 
Co . who has produced 
the Alp with addruhy 


No. and 
Duth of 
Certifloato 
180Cd Or 
date on 

whloh 
Certificato 
WA Mfawod 


Naturo of 
Country of oertificato 
or gia granted 


1 


2 


1 


B - 18078 


Iulia 


19224 


| How To Have A Healthy 12646 ( 3 ) 

Hon (Eastern Region ) 
(Englink ) 36 mm , 


4 - 2 -67 


AMA Private Ltd ., 
Ourada Bldy ., Hornby 
Road , Bombay 1. 
Filmlatan Privato Ltd ., 
Pout Box Na, 247 , 
Bombay 1 . 


AmA Private Ltd ., 
Canada Blly ., Fornby 
Road , Bombay 1, 
Fylu latan Privato Ltd ., I 
Post Bor No. 247, 
Bombay 1. 


2 


B - 17929 


| Abhiman ( Hindi) 86 mm . 


13100 ( 10 ) 


Do, 


19226 


4 - 2 -87 


Bndorsement 

No , B /17020 
Film : Abbiman (Hindi) 

U -Cort. No. 19226 of 4th Fobruary 1987. 
Alterations under Rule 294 
Add 

Reel 1 – Title in the beginning - 160 ft . 
Res ! VIII – Bong No. 9, beginning from the line " Yo daftar ho ya gher bo . . . . pala jort . . . . " - 360 ft . 
Deldled - ( Voluntarily 
Reel XVI - - Alko being thrown by Dilip Kumar on the bed attempting to molest her- 6 ft. 

Length of approved addition 320 ft , 
Length of approved voluntary deletion - 5 ft . 
Actual length of the film - 18,618 ft . 


3 


B - 18180 


Economics (Engllah ) 16 mm 


394 ( 1) 


16228 


Standard Vouum on Standard Oil Company, 
Company , Port Box No . 1 U .BA. 
181 , Bombay 1. 

Mobilo 011 Co., U.K . 


4 -2 -87 


B - 18164 


1134 ( 1 ) 


Do . 


19227 


Thin Film Lubrication 
( English ) 10 mm . 


1 - 2 -67 


8 


Maido ( Engligh ) | 1004 (1 ) 


Tho . 


B -18169 | Cutting 

16 mm . 


Do. 


Do. 


U 


19228 


4 - 2 -67 


B - 18186 


Lubrionting readen ( English )| 1088 (1 ) 


Do . 


Do. 


10220 


18 ano . 


4 - 2 -87 


B - 18178 | Ostormlll (Colour) 88 mm . 


60X1 ) 


India 


| 


U 


19230 


No Dialogao or 

Commentary . 


4 - 2 -67 


8 


B -18212 


House (Colour) 16 mm . 


388 ( 1 ) 


19291 


Blaze Advertising Bor- | Gluco Laboratorio. Ltd . 
vioo , 3 , 0, 0 , Control 
Bank Bldg ., Fort, Bom 
bay 1. 
United States Informa. Charlou And Ray Eames , 
tion Service, " The In - | U .B . A . 
ternational" , 10 , Queen s 
Road Estato , Bombay 
Warner Bros . First Na- | Warner Bros. Plotares 
tional Pictures Ino., | Ino ., U .B . A . 
42 , Quoon s Road , Bon 
bay , 


No Dialogao or 
Commontary . 


4 - 2 -87 


1 . 


B -18144 


19282 


Heart of An Empiro (Eng | 783 ( 1) 
Toh ) (Cinemascopo ) 
( Colour ) 36 mm . 


4 - 2 -67 


10 


B - 18148 


Do, 


Do. 


Thrilla Ifrom The Part (Eng- 908 ( 1 ) 
lieb ) 98 mm . 


19238 


4 - 2 -87 


11 


B - 18140 


002( 1 ) 


Do . 


Do , 


10234 


So You Want To Go To A 
Night Club ( English ) 86 
muna . 


4- 2 -87 


12 


B -18178 


Fingor Of Guilt ( English ) 7797( 10 ) 


Picturos, I 


Do . 


U 


19236 


30 mm , 


RKO Radio Pictures PH - RKO Radio 
vato Ltd ., Dhannur U .8 . A . 
Bldy ., Sir P . M . Road , 
Bombay. 


4 - 2 - 57 


18 


B - 18173 


Gamo Wardon ( Engliab ) 731( 1) 
36 mm . 


Do. 


19230 


4 -2 -67 


14 | B -18174 | Wo Novor Sleep (English ) | 732( 1 ) 


Do . 


Do. 


Do. 


10237 


90 


. 


4 -2 -67 


16 


B -18280 


U 


19288 


| Centurion Old Beauty (Eng . / 2080X4) 

lish (Colour) 88 mm . 


Czechoslovak State Him , Czechoslo - 
Praha , Czechoslovakia , vakin . 


4 -2 -67 


Consulate General of The 
Czoohoslovak Republio 
in Bombay , " Maroopiu " 
8 , Pedder Road ,Oumballa 
Til), Bombay 26 . 
20th Century Fox Corp . 
( India ) Privato Ltd ., 
Metro House , Mabstmo 
Gandhi Road, Bombay . 


16 | 5 - 18324 


71( 1) 


| 


U 


19239 


Teaser Trailer of " Love Mo 

Tender" ( English ) ( Cina . 
musoope ) 86 mm . 


Twentieth Century Fox | U .S . A . 
Hum Corp ., U . S. A 


4 -2 - 07 


Do. 


Do . 


Do . 


0 


10240 


B - 18223 | Trailer of " Love Me Tonder " ! 182( 1) 

( English ) ( Cinemnoope ) 
35 mm . 


4 - 2 -67 


10 


B -18215 


300( 1) 


10241 


Textilon and Omamental 
Arts Of India ( Faglish ) 
( Colour ) 16 mA. 


United Stator Informa- | Charlo And Ray Eames , ) U .S . A . 
tion service, " The Jo - ! U . S . A , 
tomational" , 16 , Queens 
Roud Estato , Bombay 1 
Du . 

Frcodom l ilme, U . S. A . 


8 -2 -57 


B - 18212 


A Tloket To Manila (Ing - 788(2) 
Leh ) 16 MI. 


19242 


8 - 2 -87 


20 


B -18213 


Do . 


Peuple And Petroleum (Eng-1 010 ( 3) 
Hab ) 16 mm , 


Sound 

U . S . A . 


Masters 


Inc. 


10243 


6 - 2 -87 


21 


B - 18214 


Horitage of Clans (Inglish ) 
(Colour ) 10 mm . 


963(3 ) 


Do. 


Libboy Owona Ford Glass 
Company, U .S . A . 


Do . 10 


19244 


6 - 2 -07 


22 


B - 18236 


Akolmand Ko Ishata (Co . ( 1201) 
lour) 35 mm . 


India 


19248 


United Film Makers, 311 Rajkamal Kalamandir Ltd . 

12 , Himalaya House , 
Pelton Road , Bombay 1 


6 - 2 - 67 


Valid for Marathi, 
Telugu , Malaya 
lam and Gujorati 
Venlons. 


28 


B -18036 | Intozat (Urdu ) 35 mm . 


Wost 
Pakistan 


u 


19246 


14 , 409 ( 18 ) Gemini Ploturc Ciroult , Spleot Plotures, Lahore , 

Private Ltd ., Movieland, West Pakistan . 
Madras 0 . 


With trlangle mark . 


6 - 2 -87 


Endorsement 

No. B /16086 
Film : Intezar (Urdu ) 
Length appllod — 14819 ft . 

U -Cert. No. 19246 of 0 -2 -67 . 
Delete 

Reel No, VIII – Laobhoo s dialoguo to Chimowhen she comes for dancing in Nadom theatro whorein ho vloborates the manner in which a dapoor should move hor body no 
that boxy feelings are arousod in the spectatony _ º2 ft . 
Reel No, x - Tho following wordo " Indra ka Akbara" " Ye vo jame hoi ji ka nahin ulta sidha" 18 ft. 

Length of oxoislons — 110 ft. 
Aptual longth of the Alm — 14 ,409 ft. 


24 


B - 18241 


Ballot Box (M .P. Tyro) | 404 1) 
(English ) 86 on . 


10247 


| Films Division , Govt. of 

India , 24 , Pedder Road , 
Bombay 20 . 


Films Division , Govt . of 
India , 24 , Pedder Road , 
Bombay 26, 


0 - 2 -07 


26 


B - 18240 


Ballot Box ( U . P. Type ) | 416 (1 ) 
(English ) 30 mm . 


10248 


8 - 2- 57 


26 


B - 18104 


10249 


| Baliot Box (Godroj Type ) 530( 1 ) 

( English ) 85 mm , 


5 - 2 -07 


27 


B - 18198 | Ballot Box (Allwyn Type ) 

(English ) 85 mm , 


473( 1) 


19280 


0 - 2 - 07 


28 


B - 18103 


Ballot Box ( Bunge Tyre) | 397(1) 
( English ) 35 mm 


19201 


8 -2 - 87 


B - 18242 


Ballot Box (Oriontal Typ ) 
( English ) 38 mm . 


877( 1) 


19262 


8 -2 -87 


30 


B - 18202 


Ono wish Too Many (Eng - 
luh ) 16 wg . 


2032 (6 ) 


UK, 


U 


19263 


Nation Education and 

Information Filova Ltd ., 
National Houro , Tuloob 
Road , Bombay 

Do. 


Reutlint Film Unit For 
Children s Film Foun 
dation , U . K . 


0 -2 -57 


31 | B - 18209 | Tim Drivoolls Donkoy ( Ing- 2167 (7 ) 

lib ) 16 mm . 


19264 


Bugboy Film Studios For 
Children s Film Founda 
tlon , U . K , 


8 -2 - 87 


32 


B - 18220 


U . S . A . 


U 


19206 


| Trailor of " The Bravo One " | 20070 ) 

( Fingligh ) (Cinerudope) 
(Colour ) 88 inm . 


| RKO Radio Plotuthy prl | RKO Radio Pluturay 

vote Ltd ., Dhannur U . $ . A , 
Bldg ., Sir P . M . Road, 
Bombay. 


6 - 2 -67 


38 B- 17270 


mm . 


Endorsement 

No. B / 18220 
Trailor of " The Brave Ono" (Cloomadoopo ) (Colour ) U -Cort . No. 10200 datod 6-2-87. 

This portifoute is valid upto 6 -2- 1962 also for the standard (Aat) vorsion of the traller . Length - - 200 ft . 
NEFA-Tart I( Colour) 36 1208(2) Film , Division , Govt . of Films Division , Govt. of India 

19260 Valid for Englieb 
India , 24 , l edder Road , India , 24 , Poddor Road , 

and Hindi ver 
Bombay 28 . Bombay 26 . 

6 -2 - 87 sions. 
34 B - 18219 | Tho Blave On (English ) | 0212( 11) RKO Radio Pictures, RKO Radio Piotures, U . S . A . 

10287 
( Cinemascop ) (Colour ) 36 ) 

Privato Ltd . , Dhennur U .8 . A . 
m . Bldg ., Sir P .M . How , 

6 - 2 - 67 
Bombay. 
35 B - 18243 | Indian New Reviow 1200 ( 2 ) Tilma Division , Govt. Film , Division , Govt. of India 

19258 

Vald for Ayo ver 
434,36 mm , of India , 24, Peddor India , 24 , Podder Road , 

siors English , 
Road , Bombey 26 . Bombay 26 . 

6 - 2 -87 Hindi, Tamil, 

Tolugo and Bon 

gali , 
38 | B - 18227 | Fertility ,A Way To Higher | 1148 (1) Potauh Fortillzors Limi. UFA , Gormany 

Gormany 

19259 
Yielde ( Englis ] ) 16 mm . 

tad 6 , Lotus Court , Jam 
Rhedji Tata Road, 

0 - 2 -67 
Bombay l. 
37 B - 18178 | Trailer of " Hngor of Guilt | 179 ( 1) RKO Radio Plotare . Pri- RKO Radio Plotarea , U . S . A . | 

19200 
(English ) 36 mm . 

vate Ltd ., Dhapnnr JU. S . A , 
Bldg ., Sir P .M . Road , 

0 - 2 - 07 
Bombay , 


1 


TUULI 


2 


88 


19281 


8 - 2 -87 


B -18228 Gobludaagile (Bhakra 2,478 (3 ) | Knwer Shorcy , Clo Bom - | New Khormy Dooument. India 
Dam ) Part III (Hud ) 36 

buy Film Litboratory , I try Films, 
m . m , 

1191, l otugriefie , Church 

HL., Bombay 28 , 
B - 18140 | Trailer of " Krishna Sudama 446 ( 1) Trevirislan , Andhorl, Lekhraj Bhakti 

Do. 
( Flladi) 30 m . m . 

Bombay . 


39 


U 


19262 


With trianglo mark 


6 - 2 -87 


10288 


Indorsement 

No . 1 / 18149 . 
Trailer of " Krishna Sudama" ( Itindi ) 
Length upplied - 400ft 

U - Cert . No , 19262 of oth February 1987 . 
Delcio 
1 . Shot whero Budama in boing whipped - 3 ft. 8 frumei. 

Actual longth of tho trailer- - 448 ft . 
40 B - 18238 Croftar Boy (English ) 16 720 (2 ) | Rngional Information , Jt. Production Commit - , U . K . 
m . m . 

# cor, British In - too For Noottish Educa 
forrrution Sorvices , Of t lonal film Asun , And 
ce of the U . K , High Souttish Film Counoul , 
Commlsioner In Ludin , U . K . 
Mercantile Bank Bldg ., 
Mahatma Gandhi 

Road , Bombay 1, 
41 B - 18184 A Himalny Melody - Faltb 144 ( 1 ) Thomna G . Rush , Chur- o .o . Baptista Films, 0 .8 .A . 
Our Fathor ( English ) 

ch Of Chirst , Kulpuhar , | U . S . A . 
( Colour ) 16 m .m . 

UP. 


8 - 2 - 87 


18214 


8 - 2 -67 


12 


B - 18180 


10206 


6 -2 -87 


A Filmsing Melody - Softly 144 (1 ) 
And Tendorly Jemua Lo 
Calling ( English ) ( Colour ) 
10 m . m . 
A Filmsing Melody - I 11 | 144 (1) 
Go Whero You Want 
Me To Go ( English ) 
( Colour ) 16 m . m . 


49 


B - 18186 


19260 


6 -2 - 07 


19267 


6 2 -67 


44 | B - 18187 | A Filmsing Melody - Christ | 144 ( 1 ) 

Returneth ( English ) (Co 

lour) 16 in . m . 
B - 18188A Filmoing Volody - Old 162 (1 ) 

Rugged Crone ( English ) 
( Colour ) 16 m .m , 


10208 


6 - 2 -87 


7-2- 57 


46 B - 18169 | A Filmsing Melody - Mighty 180 ( 1 ) 

10209 
Fortress L. Our God 
(English ) ( Colour) 1 6 m . m , 

6 - 2 -87 
47 B - 18226 The Sharkfighters ( English ) 6 ,663 (0 ) 20th Contury Fox Corp . | Samuel Goldwyn Jr., ! Do. 

10270 
( Cinemascope ) ( Colour ) 

( India ) Irlvate Ltd ., U . S .A . 
35 m . m . Metro Hougo , Mabutma 

6 -2 -07 
Gandhil Road , Bombay . 
48 B -18220 | Trailer Of " The Sharkfigh. | 100 (1 ) 

Do . Do. Do. 

19971 
tant " (English ) ( Cinoms 
poope ) ( Colour) 35 mm . 

0 -2 -87 
49 B - 18254 | Metro Nowe Vol. 707 888 ( 1 ) Metro Goldwyn Mayor | Metro Goldwyn Mayor, Do , I U 19272 With trianglo mark , 
( English ) 38 m .m . 

ludis Ltd ., Metro HOUNC, U .S . A . 
Mahutma Gandhi Roud , 

7 - 2 - 87 
Bombay. 
ndorsement 

No. B / 13204 , 
Film : Meth New Volume 707 , 
Longth applied — 962 ft . 

U - Cort. No . 19272 of 7 - 2- 87 . 
Delato portion of commentary and ploture which lo captioned : " U . N . Vote Ou Kwmir " ( Including the option ) beginning with the words " At United Nations Bond 
Quarter tho Seourity Council consideru . . . . till the cast ouption . " Bunkor with Iko " — 99 ft., 16 framea . 

Aotuul length of tho fllin , 858 ft, 
80 B - 17700 , Mahi Munda ( Punjabi) 361 ,0801 (14 ) Silver Screen Enterprises | Barl Mullk , Pakistan . . Paklatan | U 10278 | With triangle park 
m . m . 

("/o L . M . Chhuhe & 
Sons , Ahmed Chambers , 

7 - 2 -67 
Lamingtou Rond , Bom 

hay. 
Endorsement 

No. B /1770 
Film : Mabu Munde (Punjabi). 
Length Appliod - 10862 it. 

U -Cort. No. 10273 dt, 7 - 2 -67. 
Delela 
Reel No. I - Shot of the little girl rolling down tho slope - 4 ft. 

Shot of the blood smeared doad body of waiting woman s husband -- l ft . 

All solo oloso shots of tho python & ft 
RolNo. IV – The following dialogue of Laland Ahodo ( Sound and pioturo ). 

Lal: Mala puli jai minan zulphun non adidlinekur ke talremunh kol munh lake honli futkawanho ga shado glido baon gai ajn ,main kalya kahya athwi uthwlon 
Shade; Sbi-Kaka jug pao ga 
La) ;Kehda kaka . . . . . . . . . . . . . . . . - 40 ft. 
Shot where Tilar strikoz Ghughi with his log — 11 ft . 
Shot whore Iliar and Ghughi are shown in logo proximity muggostivo of Koding | 10 ft. 

Shot where Lal gransomely stretches Shera s mouth during tight - 10) ft . 
Reel No. Lahra s following dialogues -- Achadudh nahin pina -Dahin 

Suoh , phor pllanis 
An to tunhido aglo ploulion do hath badhi 
unlom aan , 
Shurmande (), Lao ain Jiva 
Bhuſa donawan , Ino bon 
Sano Izagntan bolbonho 
Moan dhikhali munon de jao 

To tisa under ja ke vekh lno bhubhi da munh44 ft . 
Real No. VI.- The following lines from song No. IV – “ Jawani morl phutdı 

Malm ang ang ohutdi 
Dil phiran rutdi 

Suthon dil na luka kn zara rakh we" - 59 ft . 
Reel No . 111 – Following dialogues of Tliar and Ghughi Ghugh ! : Vo mere dill non kush hunaa janda de rab da wastc he , thala ntter an 

Tiliar : Main nahin utarda , Mun ute ho rahwanga , 
Tillar : An Thninun nưlhapa khunanwAD 
Chnghi : Chal urda ho 
Tular : Uddan Itho - - Acho bi te tahpion ne, Loin de hooto 
Tilar : Toon chalmein zara Ghughi kolon malih karwa ke sona hain - " Chal paidal ho tar jalyo " - 47 ft. 


8 


Reel No. VIII – The line from bong No VI : " Aa gal witch Bulwun paio Ayina lokan noon tayphalot" and ploturisation of the linge Ke barni aain 
baghi bughi pher dug dog dag 7 ft . 
Heel No. vi11 – Following dialoguos of Tiliar : " Oay w klao bat oot noon chamrau dalne han " Klyog tum ohungne ain " - 19 ft . 

Roel No, X - Labsah . following dialokao : " Addh tun bhan lain th wiyah more nal kara dain " - 8 it . 
Leduce 
Real No. 1 Considerably the boquonoo whero bandit- atteok and loot the bullook aarta - 25 f . ( Longth totalnod - 20 ft .), 

To a fimh tho toquonoe whord a littlo girl is atruggling out of mud and in terrifi. d by a python - 18 ft. 

To a flash tho voquédoc wherb Banjara renoue Zaini from the snake - 9 ft. ( Length retalnodo ft.). 
Ruel IP - Lal and Sbora s Hight considetably - - 12 ft. (Longth retuined — 18 ft.). 

Length of roikion -- 901 ft . 

Actual length of the film -- 10,601 ft . 
$ 1 | B - 18200 , NEFA Part II (Colour) 38 1,249( 2) | Film : THvision , Govt. of Filma Divlson , Govt. of India 

19274 | Valid for English 
m . m . Indir , 24 , Pedder Road , India , 24 , Poddor Road , 

And Hindi vortiọDA . 
Bombay 26 . Bombay 20 . 

7 - 2 - 157 
52 | B - 18100 | Deo Jaga Ahe (Marath ) 38 | 11, 370 ( 12 ) Umenih Chitra, Shankar | Umoob Chitr . 

19276 
m . m . 

ubote Bbuvan , 298 , TAT . 
doo Road , Bombay 7. 

7 - 2 87 


10 . 


89 


B - 18038 


UA. A . 


19270 


Trollor of " Th . Unguardod | 210 ( 1 ) 
momont ( Rovisod )(English ) 
( Colour ) 85 4 . 9 . 


7 -4 - 07 


Universal Pioture Indir | Universal. Intonational 
Private Lid ., Mustafa Fume Ino., U . S . A . 
Bldg ., Sir P .M . Road , 
Bombay . 
20th Century Fox ( orp . Twentieth Century Fox 
( India ) Private Ltd ., Corr ., U . S . A . 
Metro House , Mabatua 
GandhiRoad , Bombay . 


84 


B - 18248 


Anastasin (English ) (Oibom - 0 , 424 (11) 
soopo )( Colour ) 36 10 . , 


Do , 


10277 


7 - 2 -87 


Do. 


Do , 


Du . JU 


19278 


7 - 2 -87 


68 B - 18249 | Trallor of “ Anastasia " (Eng - | 207( 1) 

Hah ) ( Cinemascope) (Co 

lour ) 85 m . m . 
BB B - 18247 Trailer of " Woro Salam " | 420 ( 1) 

(Hindi) 95 m . m . 


19279 


7 - 2 -57 


U 


10280 


57 | B -18079 | Meeting The Noods Of 678 ( 1 ) 

Adolesonno (English ) 16 | 
m . in . 


8 - 2 -57 


88 B -18207 


Swift Water (Engllah ) 16 


004(2 ) 


Sushil Pictures , Walkor | Sushil Ploturco, Walkor India 
Houbo, Lamington Road , House, Lamington Ruad , 
Bombay 4 . 

Bombay 4. 
Metro Goldwyn Mayer MoGraw Hill Toit Hilms, ) 0 .8. A . 

India Ltd .,Metro Houso U .S . A . 
Mahatma Gandhi Road , 

Bumbuy. 
| National Eduobtlon And Data Ld. For Children s | U . K . 

Information Alms Ltd ., Film Foundation , U . K , 
Nationel Hours , Tulloch 
Rond , Bombay. 
Do. 

Rayant Pictures For 
Children s Film Founda 

tion , U . K . 
Do . 

G . B . Inaatruotiopal Do . 
Ltd , U , K . 


TU 


19281 


8 - 2 - 157 


50 


B - 18204 


Mystory Of Bird 
( English ) 16 m . m . 


Laland 


2 , 113(A ) 


19282 


8 - 2 -87 


60 | B 18197 | Magio Marble ( Englmh ) 18 | 180( 2) 

mm 


U 


19283 


8 - 2 - 257 


406 (1 ) 


Do . 


Do 


81 ) B - 18208 A Letter From Tho tole Of 

Wight (English ) 16 mm . 


19284 


Rayant Pictures For 
Children s Film Founda. 
tion , U . K . 


8 - 2 - 67 


62 


B - 16010 


821( 1) 


U . S. A . 


U 


19286 


Trailor of " Woman Of The 
River " (Engliob )( Colour ) 
30 m . m . 


Columbia Plotaros Corpo - 
ration , U . S . A . 


Columbia Filmy of India 
Ltd ., Lotus Hougo , 89A , 
Marion Linos, Borgbay 1 . 


With trinnglo 
mark . 


8 - 2 -87 


ndorsement 

No. B /1801C . 
Film Trailer of " Woman of the River" (Colour) 88 m .m . 
Langth applied - 309 ft. 

U -Cert. No. 19280 , dated 8 - 2 - 1087 . 
Dolete 

1. All shots whon Niva , skirt goom tip und Ipodes hor thighs when gho is dancing — 22 ft., 2 framov. 
2 . Shots whore Niva and Gino pro abown embraong And Wiesing vu bed -- 11 ft. 
3 . Shots where Nive polonately kiseo Gino on tho door stoy - - 3 ft . 
4 . Shoto where Niva s skirt good up and APOHC her thight when she fello from the bioyole by Gino s blown ft., 2 frage . 

Length ( f croisiono - 38 ft., 4 frames 

Antual longth of tho trniler - 321 ft. 
03 , B - 18230 | Robabilitation Of Poliom - | 978(8 ) Ama Pronte Ltd ., Canada , Am Private Ltd ., Canada , India 
yolítl (English ) 16 m .m . 

Bldg., IIcinhy Road , Bldg., Hornby Rond, 
Bombay 1, 

Bombay 1. 


19280 


8 - 2 -87 
19287 


04 | B - 88203 | Bavdhan ( Hindi) 80 m . m . 


265 ( 1 ) 


Do, JV 


Prabhathumur Agnlhotri , 
Anjra Manull, 4th Road , 
Kbar, Bombay 21. 


8 - 2- 87 


Prabhatkumar Agnihotri, 
FAJTA Manull, 4th Road , 
Khar, Bombay 21. 
Gunwantrai Nangiel 
Mohta . 80 . Brahmawada 
Road , Bombay 19 . 


B -18238 


Agrloulture In Sri Aurobindo 986 (8 ) 
Aubram (Colour ) 10 m . o . 


Sri Aurobindo Ashram 


J 


Do , 


I 


U 


19988 


No Dialogue 
commentary . 


or 


0 - 2 - 57 


08 


B - 18282 


0 .8 .8 .R . Today No. 4/1958 
(English ) 80 m .m . 


017 (1) 


10289 


Prviu Piotute , 199. 

103- A , Lower Colnba 
Road , Bombay 6 . 


Central Dooumentary | U . S . S . R . LU 
Film Studio, Moscow , 
U . S . A . R . 


9 - 2 -87 


87 


B - 18201 


Trailer of “ Zindgi Ko Mole " | 318 (1 ) 
( Hindi) 96 m . in . 


19290) 


9 - 2 -07 


88 


B - 18263 | 1 . 8.8 . R . Today No. 8 / 1988 

(English ) 80 m .. . 


087 (1 ) 


19291 


9 - 2 . 57 


89 


B - 18200 | Boonoor Broak, Up ( English ) 399(1 ) 

(Colour) 18 m . m . 


19202 


Prem Pintorer , 110 , Fa - Pom Pioturen, 110 , India 
monu ( Ino 13 ]dgH , MALA Famous Cino Bldg ., 
laxml, Bombay 11. Mahalaxmi, Bombay ll. 
Pravda Piotorna, 183 Central Dogumontary U . S . S . R . 
189- A , Lower Colaba Film Studio , Moscow , 
Road , Bombay 8 . 

U .S .S . R . 
National Eduation And Sadfas Ltd ., For Child . U . K . 
Information Time Ltd ., Iron s Film Foundation , 
NationalHue, Tulloch U . K . 
Road , Bombay . 
Trade Representation Of Bucharest Studio , Ruma- Rumante 

The Rumanian People s nian People s Repubwa, 
Republio in Ladin , Steel . | Romania 
orote House, Dinushi 
Wsoha Road , Churohgate ) 
Reclamation , Bombay 1. 


9 - 2 -57 


70 B- 18201 


The Lart (English)(Colour) 0,378(7) 


U 


10203 


36 m . m . 


9 - 2 -87 


10 


71 | B -18218 


Oui T imcs No . 29 ( English ) | 696( 2 ) 
10 mm , 


U . S . A . 


Rofused on 


6 - 2 - 87 


United States Informą. 
tion Sorvloe , U . Ş .A . 


United Statos Informa 
tion Serving, " The Inter 
Qational" , 16 , Queen s 
Roud , Estatu Bombay 


Rufuned by Examin . 
ing Committer. 


1 . 


Refu @ cd ou 


9 - 2- 87 | Refused by Ex 

mining Committee . 


72 ) B -18246 Chun (Ruviood vamion ) 12 , 000/ 14 ) | Ms. Roma Piotarea , Kamal Ploturas , Lahoro, ) Pukistan 
(Urdu ) 98 mm . 

tumous C ine Bldg,, Pakistan . 

Mabulaxml, Bombay il. 
Alterations unilar Rule 29 
il B - 18000 | Changez Khan ( Hindi) 98 

N . Fllma, Gobhat | Gulshan Bahl 

I India 
mm . 

Cottuge , Vorsova Road , 
Andhuri , Bombay . 


19034 


| This oertificato wa 

ondorsod on 1 - 2 -87 . 


24 - 1 -07 


Hndorsement - 

No. B / 18006 . 
Tilm : Changuzkhan (Hindi). 

U . Cert . No. 1094 of 24 - 1 -87 . 
A Harations under Bulo 29 
Added 
Red II – Tho goen : showiny Changoz Khan elttiug in hla tent and dreaming about Azra after the first soldiar dance when Bindusar entcio 282 ft . 

Actual longth of tho Alm aftor the approvod additions — 13, 262 ft . 
2 B-17788 Indian Nowa Kovlow No.428 Filma Division , Cost. of Films Division , Govt. of India 

18408 
86 mm . 

India , 24 , Puidor Road , India , 24 , Pedder Roud , 
Bonubay 20 , Bambay 28, 

5 - 12 - 06 


This 001t. in valid 
for fivo vursions : 
English , Hindi, 
Tamil, Telugu and 
Bengali . ( Thin cor 
LIGoata WH on - 
dorsed on 7 - 2 -67 ). 


Endorsement 

No. B / 17788 . 
Film : indian News Roview No. 428 ( English ) (Hindi) ( Tamll) ( Telugu ) and ( Bengall ). 

U - Cert . No . 18498 of 6 - 12-80, 
Alloration , under Rule 99 % 
Added 
1 . Shots showing Dr. Ambedkar s funoral — 136 ft, 

Aotaal length of the film after tho aforerujd approved additione - 1,681 ft. (2 reelt ). 
Additional endorsementa 
Indorsement , 

No. B / 18018 . 
Film : Dukh Kabira Roye ( Hindi). 

IT- Cort. No, 19080 dnted 90 - 1 -67. 
Correction 

The length of the film on tho face of tho certilonte may be rend as 13 ,000 ft. and not 12, 016 ft. as wrongly doolu od by the upplicant. 
Andorso ment 

No. B / 18006 , 
Fm : Changezkhan ( Hindi). 

U - Cort. No . 10034 dated 24 - 1- 87 , 
Oorroolion 

The length on the film on tho face of tho cortifionto may Lu rond as 13,600 ft . And not 18, 000 ft . As wrongly declared by tho appllonnt . The actual longth of the Glm 
therefore, will be changod to 13,782 ft . after the ultorations under Rule 29 havo boun made a por endorkeomont dutcd 4 -2 - 57. 
Mndorscment 

No. B / 17051, 
Filin : Gauri Pooja ( Hindi). 

U .Curt. No. 17785 of 27 -6 -66 . 
Correction 

The length of the fire of thn cortilioutemay be read am 14 ,272 ft. and not 14,860 ft. ng wrongly declared by the appliount, Thoaotue ] longth of tho fllin therefore, will be 
obangod to 14 ,217 ft. After oureying out the alterations under Rulo 20 Hodorsod on tho bauk of the cortificate on 27th September 1980 . 


Particulars of filins granted or refused certificates by the Central Board of Film Censors (Regional Office , 

Calcutta ) during the week ending 9th February 1957 . 
Instructions : B - Bombay ; M - -Madras; C - Calcutta ; U - Certified for unrestricted public exhibition . 

A Certified for public exhibition restricted to adults 

i. e . persons of 18 years . 


Sorial | Apploa 
No . 

tion 
No . 


Length of 
the Alm in Nilmo of the person Of Name of the pernon or 

fcet und Co. Applying for the On, who hun produced 
No. of 1 oartiflostu with address the film with addicia 
Reels 


Name of the All 
with languagh 


Country 

of 
origin 


Naturo 

of 
Certificate 
grant 


Remarks 


No . and 

dato of 
Certifioate 
jalled or 
dilto on 

which 
Cortificato 

WALA 
rofused 


12 


10 


1 


C - 1708 


Trailor of Ulks , 38 mm , 
(Bengali ). 


924 ( 1) 


12811 


With trianglemark . 


8 .B . Produotions, 84 , 
Hindusthan Road , CA 
uutta 29 . 


8 . B . Productions , 8A, 
Hindusthan Road , Cal . 
outta 29 . 


India 

( W . 
Bonga ) 


7 -2- 67 


Endorsement 

Original length — 334 ft. 
Delete the oloso up frontal views of the deformod face of Arun from the following sooned : — 
(1) Closo shot of Arun in the donne whoro Mill KH him if his mothor le allve and in reply Arun exclaims Maz — 21 ft . 
(2 ) Close shot of Amin whore Mſlisekshim if he has taken money from the ofllce without the knowledge of Jethamabel and the former saying Ruper fifty thouvon – 8 ft . 
( 3) Clove shot of Arun when hoislistening to Mil whola requesting him not to address ber Deviand that she is also much Junior to him in ago — 2 ) ft . 

Total doletion : - 10 ft . 
Length of the Alm aftor delotiop : - 324 ft, 
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ima corseti geresne scertificate on the Saurel Bogne og in Copper(Regional Ofice, 


Particulars of new films certified or refused a certificate by the Central Board of Film Censors (Regional Office , 

i Madrus) during the week ending Saturday, the 9th February 1957. 
Instructions : B -- Bombay ; ML -Madras ; C — Calcutta ; U - Certified for unrestricted public exhibition . 

A Certified for public exhibition restricted to adults 

i. e. persons of 18 years. 
P .E . — Predominantly Educational. 


Length of 

the illmin Namo of the person or 
Applica - | Namo of the film iamned | foot and 1 Co . Applying for & 
tion with language 

No . of ourtAcate with addict 
No . 

Ruels 


Namo of the person or Country 
Co. who has producod 1 
the Alm with address 

orlyn 


Serial 
No . 


Nature 

of 
Cortifloato 
giunted 


of 


No. & 
date of 
Cutillonte 
Napad or 
date on 

which 
Cortificato 

WAB 
refugod 


Romuurka 


1 


10 


1 


M - 1200 


Namntbu Kolamni ( Tamil ) | 1,40012 ) 
85 inm . 


Pradesh Election Com - Pradesh Election Com 
mittoo ( Tamil Nad Cong - | milteo ( Tamil Nad Cong 
ruso ), Madt 0 . 

THBA ), Mudras . 


India 
(Madian ) 


16372 


(4- 2 -57 


2 


M - 1287 


Tirovhy ( Tamil ) 36 mm . .. | 09 (1 ) 


Do. 


10373 


Shri M . A . Ali Khan , Ali Ali Khan Kula Mindir, 
Khan Kala Mandir, | Tiruchiripalli . 
Truybiropalli . 


8 -2 -67 


Bombay , the 12th February 1957 


M . D . BHAT 

Chairman 
Central Board of Film Censors 
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Particulars of films re - certified or refused re -certificution under Rule 27- 13 by the Central Board of Film Censors 

(Regional Opice , Bombay ) during the week ending 9th February 1957. 
Instructions : B - Bombay ; M - Madras; C — Calcutta ; U - Certified for unrestricted public exhibition . 

A - Certified for public exhibition restricted to adults 

i. e , persons of 18 years . 


Sorial Applica - 
No. ton 

No . 


Name of the Alm with 

language 


| Name and address of 
applioant for thoorti 

floation 


Name and addrces of 

Producer 


Longth 

of the 
Alm with 
No. of 
reely 


Country 

of 
origlo 


No . And 
dato of 

new 
oci tifloato 
or date 


Nature of 

now 
certificato 


Romarko 


of 


refusal 

of now 
certificato 


10 


1 


B - 27B ) 
2017 


The Shortost Way ( Englisb ) | 1, 000( 3 ) 
10 m . 


0 .8 . A . 


191440 


1 -2 -07 


United States Informa Doehler -Jarvis Corp ., 
tion serviço , " The Inter - | U . S . A . 
national" , 16 , Quoon s 
Road , Estata , Bombay 1. 
Do. 

Now . Of Tho Day , V . S.A . 


2 


10146 


B -37B / 
2020 


| Boy Scout Jamborce Of / 371( 1 ) 

1900 Yunth United (Eng . 
lixh ) 10 mm . 


4 - 2-87 


19140U 


8 | B -27B / 

2021 


Lifo In Your Hands (Ing. | 832(1 ) 
1 ligh) 10 nm. 


The American National 
Red Crohe, V . 8 .A . 


4 - 2 -87 


B -27B / 
2023 


Searn Romback , U .N .A . 


Poultry Raising (Hindi) | 984 ( 1) 
116 mm . 


10147 


4 - 2 -87 


B -27B / 
2050 


Elodoy Bee (English ) 18 mm . 301(1) 


19148 


Educational Films of Easyolopaedia Britannice 
India, 180 , Hornby Road ,) Fung Ino., U .S .A . 
Bombay I. 


4 - 2 -87 


6 


13 -27B/ 


The Zoo (English ) ( Colour ) 
16 mm . 


304 ( 1) 


19149 


2047 


4 - 2 -87 


B - 271 
2048 


Pygmle Of Africa (English) 740 (1) 


10180 


10 mm , 


4 - 2 -67 


Children Of China (English ) | 808(1) 


10101 


B27 
2049 


o 


10 mm 


4 - 2 -67 


R - 21 
2498 


Pal s Adventure (English) 1,897(1) 


19102 


35 mm . 


6 - 2 -67 


RKO Radlo Plotures RKO Radio Plotury , 
Prato Ltd ., Dhanoor | U . Ş . A , 
Bldg ., Bir P . M . Road , 
Bombay . 

Walt Disnoy (RKO Radio 
Plotures ), U . S . A . 


B-27B/ 


Do. 


19168 


| Out Of Soale ( Engliah ) | 887( 1) 

( Colour ) ( Cartoon ) 85mm . 


lo 


2499 


0 - 2 -87 


3 . 27 
2001 


Three Loan Walvou (English) 612(1) 


19104 


Columbia Films of India 

Ltd ., Lotu Houno , 93A , 
Marino Line , Bombayl, 


Columbia Piatnrce Cor 
poration , V . S .A . 


16 mm . 


6 - 2- 67 


12 


19188 


B - 27B / 
2002 


Cooryle And The Dragon 134( 1) 
(Huglish ) ( Colour ) (Cartoon ) 
38 mm . 
Tamily Cyroon (English ) | 686( 1) 
(Culoor ) ( Cartoon ) 38 mm 


6 - 2 -57 


10188 


B - 273 / 
2003 


6 - 2 -58 


B -27B / 
2004 


Mr. Tonnta (Englioh ) 30 mm . 818 (1) 


19167 


0 - 2 - 07 


B - 27B 
2006 


Oolumbia Picture Cor. 
poration , 0 , 8 . . . 


19188 


To 


Columbia Film . of India 
Ltd ., Lotus Houb0, 33A , 
Marino Linco, Bombay l . 


Hollywood Awarda (Boroon 888( 1 ) 
Snapshot Surios 30 ) (Eng 
Lab ) 38 mm . 
Horhe Wizardry ( Eng - / 810( 1) 
lish ) 36 mm . 


0 - 2 -07 


Do, 


B -2781 
2006 


Do. 


19109 


U 


1 - 2 -67 
19180 


o 


17 | B - 27B / 

2828 


| Trailer of " Mola " (Hindi) | 440 ( 1 ) 

35 mm . 


8 - 2 -87 


Wudio Films Ltd ., Zavori Wadia Film Ltd ., Zavorl India 
Bldg , 190 , Chanarbaugh Blug . 18A , Chamar 
Road , Parol, Bombay 12 . baugh Kond , Parel, 

Bombay 12 . 
National Films, Nilat Nav Chitrukar Ltd . Do . 
Mansion , Loraington 
Road , Bombey 4 . 


10101 . 


U 


188 -27B , 

2001 


Filia Stare Orlokot Heath | 1898 ( 2 ) 
val (Hindi) 38 mm . 


With 
mark . 


triangle 


9 - 2 -87 


Andorsement 


No. B /27B /2601. 
Him : " Film Btana Crlukot Festival" ( Ilindi). 
Original Longth - 1, 000 ft . 

U Corlifloate No. 19101 duted 9- 2-87. 
Boa No. 8 - Delete the shut of Der Anand putting on trouuon and the corresponding words of tho commontary " Ars Are yeh kia kar rahe ho Dor " - 5 A . 

Aodual length of the Allm after out- 1,898 ft . 
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Particulars of films certified or refused re- certification under Rule 27 - B by the Central Bourd of Film Censors 

(Regional Office, Madras ) during the week ending Saturday , the 9th February 1957 . 
Instructions . B - Bombay , C — Calcutta , M – Madras. U - Certified for unrestricted public exhibition 

A - -Certified for public exhibition restricted to adults 

le persons of 18 years . 
PE - Predominantly Educational. 


of 


Length of 
| the film in | Name of the person or | Name of the person or 
feet and Co applving for the cer- ro who has produced 
No of 

tificate with address the film with address 
Reels 


Serial Applica 
No 

+ ion 
No . 


Name of the film examined 

with language 


Remarks 


No & 
Date of 
Certificate 
188ued or 
date on 

which 
Certificate ) 
was 
refused 


Country | Nature 

of Certi 
origin 

ficate 
granted 


8 


9 


10 


15361 


M 3291 
27B 379 


Bridging The Golden Gate 492 ( 1) 
( Tamil 16 mm 


United States Informa 
tion Service, 


Bethleham Steel Co & | USA | U 
John A Roebligh s | 

РЕ 
Sons Co 


4 2 57 


Do 


2 


Do 


Do 


15362 


M 330 
27B 30 


Bridring The Gelden Gate | 492( 1 ) 

Telugu) - 16 mm 


4 2 57 


Do 


3 M142 / 

27B 382 


15363 


Junior College for Techni 
cal Trade ( Tamil ) 16 mm 


United States Informa 
tion Service 


4 2 57 


Do 


15364 


M 143/ 
27B 381 


Junior College for Techni | 721( 1) 
cal Trade ( Telugu ) -- 16 mm 


4 2 57 


6TTE 


Do 


5 


780 ( 1) 


M 388 
27B 383 


15365 


Community Workshop 
( Tamil)- 16 mm 


PE . 


4 2 57 


6 


Do 


Do. 


County Agent ( Tamil) — 16 


625( 1) 


M 389 / 
27B /384 


Do 


15366 


Office of the Inter Ameri 
ran Affairs 


mm 


4 2 57 


Do 


Do 


Do 


I 


Do. 


7 


15367 


M 403 
27B 385 


County Agent ( Telugu )- - | 62E (1 ) 
16 mm 


4 2 57 


| 370( 1 ) 


Do 


15368 


8 | M 39 

27B 386 


| Edith Sampson ( Tamil) 

16 mm 


United States Information 
Service 


42 57 


9 


Do 


M 3911 
27B 387 


15369 


U 
PE 


Foreign Sports in US | 38€ (1 ) 
( Tamil)- 16 mm 


4 2 57 


Do 


10 


Do. 


Do 


15370 


M 3921 
27B /388 


Hammermill Paper Co , 
USA . 


Gift of T - Al Lun ( Tamil ) | 600 ( 1) 
16 mm 


4 2 57 


Do 


Do . 


11 


Do . 


600( 1) 


15371 


M 104 / 
27B /389 


G ft of Ts Al Lun ( Telugu ) - 
16 mm , 


4 - 2 -57 


Do 


12 


Do . 


367( 1) 


US Forest Service 


. . 


15372 


M 406 / 
27B /390 


| Guardians of the Wild 

( Telugu ) - 16 mm . 


4 - 2 -57 


Do . 


Do . 


13 


Hoover Dam ( Telugu )- 16 


1, 162(1) 


Tom Balmer Inc , U . S. A . 


M 407 ) 
27B /391 


15373 


mm 


4 - 2 57 


Do 


Do. 


15374 


14 | M -393) It s the Maine Sardine | 720 ( 1 ) 

27B /392 | (Colour) ( Tamil)- - 16 mm . 


Department of Interior 
Fish & Wild Life Ser 
vice, USA 


4 2 57 


15 


Do . 


Do . 


Do. 


15375 


M 408) 
27B /393 


| It s the Maine Sardine | 720( 1 ) 

( Colour) ( Telugu ) — 16 mm 


4 - 2 57 


Do . 


1 ,390( 1 ) 


16 


Film 


Do . 


Pro 


Affiliated 
ducers 


M 409/ 
27B /394 


15376 


Journey into Medicine 
( Telugu ) — 16 mm 


4 - 2 -57 


Do 


Do . 


AF Films 


650 (1 ) 


17 | M 411 / 

27B 395 


15377 


Living Silver ( Telugu ) — 16 
mm 


4 2 57 


680 (1 ) 


Do 


Al Scope Pictures 


Do. 


15378 


M - 3971 
27B /396 


Peanuts, A Valuable Crop 
( Tamil ) — 16 mm 


4 . 2 57 


19 


Do 


Do , 


15379 


M -4141 | Peanuts, A Valuable Crop | 680 ( 1) 
27R / 397 | ( Telugu )- 16 mm . 


4 - 2 57 


20 


790 (1) 


Do 


15380 


M -419 / 
27B / 398 


This Is New York ( Telugu ) 
- 16 mm 


Arthur Ramsay Produc 
tions 


4 - 2 -57 


21 


Do 


M 396 / 
27B / 99 


15381 


News Magazine No . 18 | 360 ( 1 ) 
( Tamil )— 16 mm . 


United States Informa 
tion Service 


4 - 2 -57 


( Tamil) - 35 


15382 


M 475 / 
27B /412 


Thai Ullam 
mm 


17, 185 ( 18 ) Narayanan & Co (Pri: 

vate ) Ltd , Madras — 2 


Narayanan & Co (Pri- 
vate ) Ltd Madras - 2 


India 
(Madras ) 


5 2 57 
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9 


10 


23 


M - 395 ) | Nurses in Training ( Tamil)- 
27B /402 ] 16 mm . 


700 (1) 


United States Informa- 
tion Service . 


15383 


Office of the Inter Ameri. 
can Affairs , U . S . A . 


9- 2 57 


Do . 


M - 399 / | Soil And Water Conserva- | 355 ( 1 ) 
27B /403 | tion ( Tamul) - - 16 mm . 


15384 


United States Depart 
ment of Agriculture , 
U . S . A . 


9 - 2- 57 


25 | M -398 ) 

27B /404 


| Poultry Raising ( Tamil) 

16 mm . 


| 360( 1 ) 


Do. 


Sears Roebuck Founda . 
tion . 


15385 


9 - 2 57 


Produc 


26 | M -401/ 

27B /405 


Sheep Trails in Arizona | 576 ( 1) 
( Tamil )--- 16 mm . 


15386 


Francis Zine 
tions, U . S . A . 


9 - 2 -57 


Do . 


15287 


27 | M -4021 | Art in Haiti ( Telugu ) - 16 | 376 ( 1) 

27B /406 , | mm . 


Her bert Kerkow Inc., 
U . S . A . 


9 2 57 


Do . 


M -405 ) 
27B /407 


Green Mountainland ( Telugu ) 760 (1) 
(Colour ) - 16 mm . 


United States Informa 
tion Service . 


15388 


9 - 2 -57 


Do . 


Do . 


15389 


M -410 / 
27B/408 


Jonny Jones , His House | 725 ( 1) 

Town 
( Telugu ) - 16 mm . 
Poultry Raising ( Telugu) - 360(1) 
16 mm . 


9 . 2 -57 


30 


Do , 


15390 


M -415 / 
27B /409 


Sears Roebuck Founda 
tion . 


9 2 -57 


Do . 


Eno Standard Oil, U . S. A . 


15391 


31M -418 / 

27B /411 


Tennessee Holiday ( Telugu ) | 980( 1) 
- 16 mm . 


9 -2 -57 


Bombay , the 12th February 1957 


M . D . BHAT 

Chairman 
Central Board of Film Censors 
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zrticulars of films granted or refused certificates by the Central Board of Film Censors (Regional Office . 

Bombay ) during the week ending 16th February 1957. 
istructions: B - Bombay; C — Calcutta ; M - Madras; U – Certified for unrestricted public exhibition . 

A - Certified for public exhibition restricted to adults 

1 . e . persons of 18 years . 


rial 


Name of the film examined 

with language 


Length of 
the film in Name of the person or Name of the person or 
feet and Co . applying for the cer - | Co , who has produced 
No . of 1 tificate with address the film with address 
Reels 


Applica - 

tion 
No. 


Nature 

of 
certi 
ficate 


Country of 

origin 


No & 
date of 
certificate 
issued or 
date on 

wbich 
certificate 

was 
refused 


Remarks 


lo , 


granted 


DO 


1 


B - 17952 | Baarish ( Hindi) 35 mm . 


16 ,689( 16 ) 


K . H . Kapadia 


. . 


India 


U 


19294 


With triangle mark , 


Alankar Chitra , Cjo. M /s. 
Kushendas Chhabra & 
Co ., 19 , Preni Court, 
Churchgate Jamshedjı 
Tata Road , Bombay i. 


11- 2 -57 


dorsement 


No . B17952 
Film - Baarish ( Hindi) 
Length applied 16 , 864 ft. 
U -Cert. No. 19,294 of 11th February 1957 . 


Delete 

Reel XVII - Sequence beginning from the shot where Ramu turns with pistol in hand defying the police ending with the shot when wounded Mohan comes down the staire 
175 ft. 

Actual length of the film — 16 ,689 ft. 


B - 18245 


Trailer of " Behind Closed 
Shutters” (English ) 35 mm . 


Rovere Films, Italy 


. . 


19295 


J. Arthur Rank Film Dis . 
tributors ( India ) Private 
Ltd ., Lotus House , 33A , 
Marine Lines, Bombay 


11 - 2 - 57 


3 


B - 18244 


Do. 


Lux Films & Fulms Cos . 
tellazione, Italy . 


Do. 


U 


Trailer of " The World Con - | 224 ( 1 ) 
demns Them ” ( English ) 
35 mm . 


19296 


11- 2 -57 


4 


B 18250 


I 


U 


19247 


Trailer of " Friendly Persua - | 297 (1 ) 
810n " (English ) ( Colour ) 
35 mm 


11- 2 - 57 


Metro Goldwyn Mayer Metro Goldwyn Mayer.| U . S. A . 

India Ltd , Metro House , U .S .A . 
Mahatma Gandhi Road , 
Bombay. 
Fulmistan Private Ltd ., | Filmistan Private Ltd ., India 
Horniman Circle , Bota - Horniman Circle, Bota 
wala Bldg., Bombay l. wala Bldg , Bombay 1. 


51 B - 18169 


Secret of Success (Hindi) | 1,500 (2 ) 
(Colour ) 35 mm 


19298 


11- 2 57 


6 


B - 18203 | Adventures In The Hopfields 2 ,302(6 ) 

( English ) 16 mm 


19299 


National Education And 

Information Films Ltd ., 
National House , 
Tulloch Road , Bombay . 

Do . 


Vandyke Picture , Corpora -| U . K , 
tion Ltd . For Childreu 
Film Foundatio. U . K . 


11 . 


7 


7 


B 182C2 


| The Mysterious Poacher | 1, 746 (5 ) 

(English ) 16 mm . 


G . B . Instructional Ltd . . 
U . K . 


19300 


11 2 57 


8 


B - 18255 


How We Cooperate (Eng - 400 ( 1) 
lish ) 16 mm 


Coronet Instructional | U .S . A . 
Films, U . S . A . 


U 


19301 


11- 2 57 


9 | B - 18278 


| Personal Health For Girls 

(English ) 16 mm . 


400 ( 1 ) 


19302 


11 -2 -57 


10 | B -18257 


Courtesy For Beginners | 400 ( 1) 
( English ) 16 mm . 


19303 


11- 2 -57 


11 | B -18262 | How We Learn ( English ) | 400 (1 ) 

lô mm , 


Do . 


U 


19304 


11 - 2 -57 


12 | B - 18263 | How Honest Are You (Eng- | 509 (2 ) 

lish ) 16 mm . 


19305 


11- 2 -57 


13 


B - 18269 


| Let s Paint With Water | 400 ( 1 ) 

Colour ( English ) 16 mm . 


19306 


11- 2 -57 


14 


B - 18274 


School Activities And You 
(English ) 16 mm . 


400 ( 1) 


19307 


11- 2 -57 


15 | B 18260 


Zoo Animals of Our Story 
Books ( English ) 16 mm . 


400 ( 1 ) 


19308 


11 2 57 


16 


B - 18259 


Hear Better Healthy Ears 
(English ) 16 mm . 


400 ( 1) 


- 


19309 


11 2 57 


17 | B - 18261 | How To Think 

16 mm . 


( English ) | 500( 2 ) 


19310 


11 2 57 


18 


B - 18312 


857( 2 ) 


Bronze Welding Cast Iron 
(Sil: nt) (English Sub 
titles ) 16 mm . 


British Oxygen Gases 
Ltd ., U .K . 


U . K . 


The Indian Oxygen And 
Acetylene Co . Private 
Ltd ., Ghatkopar , Bom 
bay 39 . 


19311 


12 


57 


19 


B - 18313 


Welding of Cast Iron ( Eng. 
lish Sub -titles ) 16 mm . 


425 (1) 


Do . 


Do. 


Do.Do. 


U 


19312 


12 -2 -57 


[ Part III 


EC . 4 


20 


B -18316 


| Modorn Miracle (Colour) 

36 min . 


200 (1) 


. 


Indis 


10313 


Valid for English , 
Tamil and Sinha . 
love vengona. 


12 -2 -57 


B - 18814 


Truiler of " Baarish " ( Hindi) | 422( 1) 
35 mm . 


India 


19914 


L .J . Bijlani, Himalaya United Film Mako 
House , Palton Road , 

Bombay 
Alunkur Chitro , ( 0 .Ms. KH. Kapadle 
Kuhendas Chhebin & 
Co ., 19 , Prem Court , 
Churchyate, Bombay 1, 
Movie Stars, Shree Sound | L .B , Agarwal 
Studios, Dadar, Bom . 
bay 14 . 


18 - 2 -67 


22 


200( 1 ) 


B - 18302 | Truiler of " Chhute Babu " 

(Hindi) mm . 


- 


Indis 


India 


10315 


12 - 2 -87 


42 


2 .19031 


Firewitada 


( English ) 38 


7,87819 ) 


| 


U 


10316 


Witie riangle inork , 


J . Arthu Reuk Film Dio - | J . Arthur Rank OrgaD14A - | U . K . 
tributors ( India ) Pri- tion Ltd ., U . K , 
vato Ltd ., Lutiu Ilouso , 
33A , Manino Line , Bum 
boy 1. 


13 - 2 - 87 


Hornnent 

No. B /18031 
Film - Eyewitness (English ) 
Lonth upplied - 7, 422 ft, 

(1-1 crt. No, 19318 of 13th February , 1967 . 
Delote 
B _ The words " Anybody else who would have used a stojen oni. . . . . . . . . .not me. . . . , . . . . . I hita one" , Haid hy Wade to his colleague – 6 ft . 

Dostor s words " She pretty little thing, I wouldn t mind cluiming har myself _ 7 ft. 13 frumus . 
Reel Word # " This is proud assoolation here " from Wade s convention in publio telephono booth - 9 ft. 

Rrelix - Clone shot in whtub Luoy reauti with Lorrified eyes and taut fingon - 6 ft . 
Reduce 

Considerably shots in which the qouple weated to tho loft of Lucy in the olnema hall is heen engaged in paabloninti kusong and ouddling — 12 ft. (Completely deleted ). 
Roux _ shots in which Wado hinothors Luoy with pillow first in the ward and later in the operating thoutro _ 0 ft . 7 fmrucs. (Completely doleted ), 

Length of oxcision 1 ft. 4 framea , 
Actual length of tho Alm — 7,378 ft. 


24 


B - 18299 | Love Me Tondor (English ) 

(Cinemascop . ) 25 mm . 


U 


Contury --- | U . S . A . 
Corporation , 


19317 


7 ,808 ( 10 ) | 20th Century Fox 

Corp. (India ) Privato 
Ltd , Metro House, 
Mahatma Gandhi 
Ruad , Bombay, 


Twonticth 
For Film 
U . S . A . 


13- 2 -07 


Kdorsement 

No . B /18222 
Film - -- Lovo Mo Tender ( Cinomascopo) 

U -Cert . No. 19817 of 19 - 2 -57, 
Meration under Rule 29 — 
Reduced Voluntarily 

Reell and 11 _ Fighting when Vance and party rob Fodoral Army payroll from train - 10 ft . 8 frames . ( Length retained - 16 ft. 8 framos ) 
Reel VII - Stopping of train by Vance s friends whon Vance is taken vuptivo — 20 ft. (Longth retained — 14 ft.). 
Reel IX - Soone showing Clint boating Cathy- - 4 ft. 8 frames. (rotaimed - 3 ft.) 

Longth of approved voluntary T uction 47 ft . 
Actual length of the film — 7, 961 ft. 


26 


B-18057 


Govornment , Franco 


u 


With 


trinnylo 


Les Aotuolitex Franonisos | 888 (1 ) 
" Rogerils Sur Le Monde " 
Journal No . 20 ( Frenob ) 
( Partly Colourerl) 10 rm . 


10318 
13 -2 -57 


Tho Cultural Counsollor , Fronch 
Trench Embandy, /o . Frunne . 

omulusta Goneral, 
French Embuy, 87B , 
Nepean Sea Roud , 
Bombay 


mark , 


Tudormement 

No. B / 18057 
Fum - Los Actualitoa Francaigor " Regarda Sur Le Monde" Journal No. 28 (Partly Colowed ) ( French ). 
Length applivi- 802 ft. 

U -Cort. N . 19318 of 13-2 -87 . 
Dolato 
1. Tho menos In the pageant of " Balvador Dall " , in which a woman is shown with her boxom uncovered - 17 ft . 

Actual length of the film - -830 ft. 


28 


B-18121 


Who Dono It (English) 36 7,381(0) 


J. Arthur Rauk 


Tilm 


Eaking Studion 


Ltd., U.K. 


10 


| 


19319 


with 


trianglo 


U . K . 


mark . 


Distributors (India ) | 
Privato Ltd ., Lotus 
Hous , 394 , Marino 
Lineu , Bombay 1. 


19 - 2 -57 


Lornia 

No. B / 18121 
Film - - Who Done It - r - 
Longth appliod _ 7 ,399 ft. 

U -Cort. No. 19319 dotod 13-2 -67 . 
Dolete 

LIn book stare soquonge , after arrival of Fabian, cloga mbots in which a couple of guilo aro soon drawing , with their tbighs prominently mkposod — 11 ft . 12 framew 
From ateco Hequenco vlose shots of skating girls sliding on fcor with outstretohed logs, oxposing their thigs and under wour prominently - -8 ft. 

Length of exomiona -- 17 ft. 12 framos, 

Actual levgth of the film — 7,381 ft. 
97B - 18122 Trallor of "Who Dono It " 223(1) J. Arthur Rank Film Ealing Studien Ltd., V .K. 1 V 10320 | With trainglo 
( Englleh ) 36 mm . 

Distributora (India ) | U . K . 
Pnyato Ltd ., Loto 

13- 2 -87 
Hougo , 33A , Marine 
Linoo, Bombay 1. 


mark , 


hrdornmat 

No. B / 18122 
Film - Thallur of " Who Dono It " 
Longth appliod — 228 ft. 

U - Cort. No. 19920 datod 19 -2 -87 . 
Delete 
T rom stage sequence , close shots of skating girls sliding on floor with outstrotohod logo , osporing their thighe and underwoar prominently — 2 ft . 8 fromon. 

Aptual length of the trailer - 223 fl . 


28 


B - 18032 


Trailer of " Eyeswitnes | 204 (1 ) 
( English ) 85 mm . 


J . Arthur Rank Organ - | U .I 
igation Ltd ., U . K . 


19321 


I J . Arthur Rank Film 

Distributor : (India ) 
Private Ltd ., Lotut 
House , 33A , Marine 
Linos , Bombay 1 . 


13- 2 - 87 
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8 


. . 


India 


19313 


20 | B - 18316 | Modern Miracle (Colour) | 200 (1 ) 

35 mm . 


Valid for English , 

Tamil and Sinha 
lese versions . 


12 - 2 57 


. . 


India 


| 


19314 


21 | B - 18314 | Trailer of “ Baarish ” (Hindi) | 422 ( 1) 

35 mm . 


LJ. Bijlanı, Himalaya United Film Makers 
House, Palton Road , 
Bombay . 
Alankar Chatra , C /o. M /s. | K .H . Kapadia 
Kushendas Chhabra & 
Co , 19, Prem Court , 
Churchgate , Bombay 1. 
Movie Stars, Shree Sound | L .S . Agarwal 
Studios, Dadar, Bom 
bay 14 


12 2 -57 


India 


19315 


22 


B - 18302 


Trailer of “ Chhote Babu ” | 290 (1 ) 
(Hindi) 35 mm . 


12 2 57 


92 | B . 18031 


19316 


Wita triangle mark . 


Eyewitness ( English ) 
mm . 


35 | 7 ,378( 9 ) | J . Arthur Rank Film Dis . | J . Arthur Rank Organisa - | U . K . 

tributors ( India ) Pri- i tion Ltd ., U . K . 
vate Ltd , Lotus House , 
33A , Mar.ne Lines, Bom . 
bay 1 . 


13 2 57 


me 


Andersenant 

No. B /18031 
Film - Eyewitness (English ) 
Length applied - 7,422 ft 

U .Cert . No. 19316 of 13th February , 1957 . 
Delele 
Recl II - The words " Anybody else who would have used a stolen car . no 

. I hire one” , said by Wade to his colleague 6 ft . 
Doctor s words : " She 18 a pretty little thing , I woulan t mind claiming her myself_ _ 7 ft 13 frames. 
Reel III _ Words " This 18 press association here " from Wade s conversation in public telephone booth - 3 ft . 

Reel IX - Close shot in which Lucy reacts with horrified eyes and taut fingers - - 6 ft. 
Reduce 

Recl_ Considerably shots in which the couple seated to the left of Lucy in the cinema hall 18 seen engaged in passionate kissing and cuddling - -- 12 ft . (Completely deleted ). 
Reel X _ Shots in which Wade emothers Lucy with a pillow first in the ward and later in the operating theatre — 9 ft. 7 frames (Completely deleted ). 

Length of excisions - 44 ft . 4 frames. 
Actual length of the film — 7, 378 ft. 


24 


U 


Century -- | US. A . 
Corporation , 


19317 


B -18222 | Love Me Tender (English ) , 7 , 998 ( 10 ) | 20th Century Fox 
( Cinemascope) 35 mm . 

Corp . ( India ) Private 
Ltd ., Metro House , 
Mahatma Gandhi 
Road , Bombay . 


Twentieth 
Fox Film 
U . S . A . 


13 2 57 


Indorsement 

No. B / 18222 
Film Love Me Tender (Cinemascope) 

U - Cert. No. 19317 of 13 -2 -57. 
Alterations under Rule 29 — 
Reduced Voluntarily 

Reel Land 11 _ Fighting when Vance and party rob Federal Army payroll from train - - 16 ft 8 frames . (Length retained - 15 ft . 8 frames ) 
Reel VII _ Stopping of train by Vance s friends when Vance is taken captive- -26 ft. (Length retained - 14 ft ). 
Reel IX _ Soene showing Clint beating Cathy - 4 ft. 8 frames (retained — 3 ft ) 

Length of approved voluntary reductions---47 ft. 

Actual length of the film — 7,951 ft. 
20 | B-18057 | Les Actualites Francaises / 835 (1) The Cultural Counsellor, French Government, France ! U 
“ Regards Sur Le Monde" 

French Embassy , Clo . France. 
Journal No. 25 ( French ) 

Consulate General, 
( Partly Coloured ) 16 m . 

French Embassy , 87B , 
Nepean Sea Road, 
Bombay. 


19318 


tri 


With 
marl . 


13 2 57 


Endorsement 

No. B / 18057 
Film — Les Actualites Francaises “ Regards Sur Le Monde” Journal No. 25 (Partly Coloured ) ( French ). 
Length applied - 852 ft. 

U - Cert. Nc. 19318 of 13 2 57 . 
Delete 
1. The scenes in the pageant of “ Salvador Dali ” , in which a woman is shown with her bosom uncovered - 17 ft . 

Actual length of the film .-- 835 ft. 


OR 


B -18121 


Ltd ., | U .K . 


19319 


Who Done It (English ) 35 
mm . 


With 


triangle 


7,381(5 ) | J . Arthur Rank Film | Ealing Studios 

Distributors (India ) | U . K . 
Private Ltd ., Lotus 
House , 33A , Marine 
Lunes , Bombay 1. 


19319 
13 2 57 


mark , 


Brdorsement 

No. B /18121 
Film - - Who Done It 
Length applied.— 7 , 399 ft . 

U - Cert . No. 19319 dated 13 - 2 57. 
Delete 
Do In back stage sequence , after arrival of Fabian , close sbots in which a couple of girls are seen dressing , with their thighs prominently exposed -- 11 ft . 12 frames 
From stage sequence close shots of skating girls sliding on flicor with outstretched legs , exposing their thigs and underwear prominently — 6 ft. 

Length of excisions - 17 ft. 12 framos . 

Actual length of the film .-.--7,381 ft . 
97 B- 18122 | Trailer of" Who Done It” | 223 (1) J. Arthur Rank Film Ealing Studies Ltd. U.K . U 19320 With traingle 
(English ) 35 mm . Distributors ( India ) U . K . 

mark 
Private Ltd , Lotus 

13 2 57 
House, 133A , Marine 
Lines, Bombay 1. 


Indorsement 

No . B / 18122 
Film Trailer of “ Who Done It s 
Longth applied — 226 ft . 

U - Cert. No. 19320 dated 13 -2 -57 . 
Delete 
Throm stage sequence , close shots of skating girls sliding on floor with outstretched legs , exposing their thighs and underwear prominently -- 2 ft. 8 frames. 

Actual length of the trailer -- 223 ft, 


U . K . 


U 


J. Arthur Rank Organ . 
isation Ltd ., U . K . 


B - 18032 


19321 


Trailer of " Eyeswitne s " | 204 (1 ) 
(English ) 35 mm . 


J. Arthur Rank Film 
Distributors (India ) 
Private Ltd , Lotus 
House, 33A , Marine 
Lines, Bombay 1. 


13 - 2 -57 
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10 


29 | B -18335 | Metro News Vol. 708 (Eng- 

fish ) 35 mm . 


923( 1) 


U 


10322 


13 2 57 


Metro Goldwyn Mayer Metro Goldwyn Mayer, USA. 
India Ltd ., Metro U . S . A . 
House , Mahatma 
Gandhi Road , Bom 
bay. 
Films Division , Govt of Films Division , Govt of 
India , 24, Pedder India , 24 , Pedder 
Road , Bombay 26 . Road , Bombay 26 


30 


B 18323 | Indian News Review 

435 35 mm . 


No. | 990 ( 1) 


19323 


Valid for five 
version Eng 
lish , Hindi, Tamil , 
Telugu and Ben 


13 2 -57 


gali 


31 


B- 18324 


Youth s Activities (Hindi) | 696(2) 


Do 


Do 


19324 


16 mm . 


13 2 57 


32 


B - 18332 


Trailer of “ Narsı Bhagat ” | 436 (1) 
(Hindi) 35 mm . 


Devendra Goel 


19325 


Goel Cine Corporation , 
258 , famous Cine 
Bldg , Haines Road, 
Bombay ll . 


13 2 57 


33 


B - 18022 


Jahazı Lootera (Hindi) 35 


Productions , Ram Kumar & 
Studios , Bom - | Bansalı. 


Navin 


Do. 


U 


19326 


12,059(14 ) Akkoo 

Jyoti 
bay 7. 


With 
mark , 


triangle 


mm 


14 - 2 -57 


Endursement 

No B /18022 
Film - -- Jahazı Lootera (Hindi) 
Length applied — 12 ,091 ft 

U Cert. No 19326 of 14th February 1957 . 
Delete 

Peel VII and VIII - Frem dialogue of Maliha Phrases “ Merı bharpur javanı" and Meri javanı ke taraf dekho " addressed to Sinbad inviting him to have a look at her 
figure 6 ft . 
Reduce 
Peel XI- Considerably fight between Sinbad and Jabır, particularly delete shots of direct blows and kicks on head and stomach during the fight — 26 ft. 

Length of exci ions- 32 ft. 
Actual length of the film — 12,059 ft. 


34 | B - 18129 | Maya Nagrı (Hindi) 35 mm . 11, 943 Sharda Productions, 

hal Shewaram India 

19327 With triangle 
( 13 ) Studio Brilliant , 

mark 
Dadar T T , Bombay 

14 -2 -57 ! 
14 . 
Endorsement 

No B , 18129 
Film - Maya Nagrı (Hindi) 
Length applied - 12 , 005 ft . 

U - Cert. No 19327 of 14th February , 1957. 
Delete 

Reel I – The underlined words from the following dialogue of Shersingh to his brother with reference to the dancing girls " Aur tum duniya ke naach aur niralaj khilone 
se Khelna chahite hoº _ _ 7 ft. 

Reel 11 – The words “ Main charnomen charsavchorasi aakhrı narbalı ha ,” addressed by Mahakal to deity Mabakalı- - 15 ft. 
Reel III — The close shots of body of Aghoran being enveloped by fames and red ced to ashes _ 7 ft . 
Reel 11 – From thự order of the king with regard to Kladakh and Bhadakh the wcrds " In donon le bhunse oodhnirang laaoo ” _ 5 ft . 

Reel 1 _ The word , of Rakshas addressed to Khadakh and Bhadakh saying that he will give 100 maunds cf human bones etc., in dowary if they married his daughters -- 
1 ft 8 frames 

Reel 11– From the dialogue of Raksha s daughter the words “ Vo hapade zin brahmano ko mandırmen balıdaan dıya gaya hai unke hai" .. 14 ft. 
Reel VI and VII . The close shot at the beginning of reel 7 and at the end of reel 6 in which Tejasingh smashes the head of Shersingh with a big stone - 2 ft . 

Reel XI- The words " Braho a , Vishnoo aur Mahesh apna daaman chho I dete hai addressed by deity Mahakali to Demon Mahakal _ -8 ft. 
Reduce 
Reel X — To a flash the shots in which Virsingh is lashing Shersingh with whip - 2 ft . (Length retained - 3 ft ). 

Length of excisions — 61 ft 8 frames 

Actual length of the film — 11,943 ft . 
35 B -18009 Woman of the River (Eng- 8 ,477 ( 12 ) | Columbia Films of India | Columbia Pictures Cor- U S .A . 

19328 With 
lish ) (Colour) 35 mm . Ltd , Lotus House , 33A , | poration , U . S . A . 

mark . 
Marine Lines, Bom 

14 - 2 -57 
bay 1 . 
Endorsement 

No B / 18009 
Film . – Woman of The River (Colour) 
Length applied — 8 ,576 ft 

U -Cert No. 19328 of 14 -2 57 . 
Delete 

Reel III-- All shots when Niva s skırt goes up and exposes her thighs when she is dancing - - 40 ft . 
Reel IV - Shots where Niva and Gino are shown embracing and kissing on bed - 19 ft . 

Shots where Niva passionately kieses Gino on the dooi step - 11 ft. 

Gino s following dialogue - " When guy comes for a gır !hedoes not waste time" - - 13 ft. 8 frames. 
Reet VI__ Shots where Niva s skirt goes up and are exposes her thighs when she falls from the bicycle by Gino s blows - 1 ft. 8 frames, 
Reduce — 
Reel IV - To a flash shots where Niva and Gino are shown hugging and kissing after their fall from Motor Bicycle — 14 ft . (Length retained — 2 ft.). 

Length of excisions - - 99 ft. 
Actual length of the film - 8 ,477 ft. 


201,U.S.A. 


14-2.67 


36 


B - 18286 


One Little Indian ( English) 585 (2) 


Canada ) 


19329 


16 mm . 


National Education & National Film Board of 

Information Films Ltd , 1 Canada , Canada . 
National House, Tul 
loch , Road , Bombay . 


14 . 2 .57 


37 | B -18272 | Blinkity Blank (English ) 210 ( 1) 

(Colour) 16 mm . 


Do. 


U 


19330 


14 - 2 -57 


38 


B - 18288 


| The Policeman 

16 mm . 


( English ) | 440 (1 ) 


Do. 


U 


19331 


14 - 2 - 57 


39 


B - 18273 


Art For Everybody (Eng. | 355 (1) 
lish ) 16 mm . 


19332 


14 2 57 


40 


B - 18205 


| John Of The Fair 


| 2 ,304 (6 ) 


19333 


Merton Park Studios for | U . K . 

Children s Film Foun 
dation , U . K . 


14 -2 -57 


D 


.. 
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41 | B 18300 


Giant ( English ) (Colour ) 35 
mm . 


Pictures | U . S . A . 


| 


U 


19334 


17 , 858 
(22) 


Warn r Bros . First | Warner Bros. 
National Pictures Inc , U . S . A . 
Inc., 42, Queen s Road , 
Bombay l . 


14 - 2 -57 


42 


B .18148 


Do 


Do . 


Trailer of " Giant” ( Eng | 334( 1) 
lisb ) (Colour ) 35 mm . 


19335 


14 - 2 57 


43 


B - 18293 


Naturally White ( Colour ) | 200 (1 ) 
35 mm . 


India 


19336 


L . J . Bij lani Clo Urited 
Film Maker , Himalaya 
House , Palton Road , 
Bombay 


United Film Makers, 
Himalaya House , Pal. 
ton Road , Bombay . 


14 . 2 57 


Valid for five ver . 
sions: English , 
Hindi, Bengali, 
Tamil and Telugu . 


44 


B -18206 


Juno Helps Out (Enlish ) 700 (2 ) 
16 mm 


U . K . 


19337 


National Education and British Films Ltd for 
Information Films Ltd , Children s Balm Found . 
National House , Tul. I ation , U . K . 
loch Road , Bombay . 


14 - 2 57 


45 | B 18198 


Magic Chalke 
(Colour ) 16 mm 


( Englieh ) 


385( 1) 


Do . 


19338 


Childrens Entertain . 
ment Films (G . B Ins . 
tructional Ltd ), U K . 


14 - 2 -57 


46 


B - 18210 


The Boy Who Stopped | 1,255 ( 3 ) 
Niagara ( English ) 16 mm . 


19339 


National Film Board of 
Canada , Canada . 


Canada 


14 - 2 -57 


47 


B - 18287 


Eskimo Arts and Crafts 778 (2 ) 
(English ) 16 mm . 


Do. 


19340 


WA 


14 - 2 -57 


48 


B 18265 


605 ( 2 ) 


Do 


Do 


Riches Of The Earth 
( English ) (Colour ) 16 mm . 


19341 


14 - 2 -57 


49 B -18308 


Trauer of “ Ram Laksh . | 463( 1) 
man " (Hindi ) 35 mm . 


15342 


Harihar Chitra , Har . Harihar Chitra , Har . 
ganga Mbal, Kh do - | ganga Mabal, Khodo . 
dad Cicle Dadar T . T ., 1 dad Circle , Dadar , T T ., 
Bombay 14 . 

Bombay 14 . 


14 - 2 57 


50 


TY 


19343 


B - 18327 | Trailer of " The Mole | 10811 ) 

People " ( Revised ) (Eng . 1 
Lish ) 35 mm 


Universal 

Pictures 
India Private Ltd . , 
Mustafa Bldg , Sur 
P . M . Road , Bombay 


Universal International | U 

Films Inc , U . S .A 


15 2 -57 


51 | B - 18328 


Do , 


Do. 


19344 


| Trailer of " The Gun For A | 188 ( 1 ) 

Coward ” ( English ) (Cine 
mascope) (Colour ) 35 mm . 


15 - 2 -57 


52 


B - 18321 


Introducing The Nether . | 800 ( 1 ) 
lands ( English ) 16 mm . 


19345 


15 - 2 57 


Consulate General Of | Ministry of Foreign Nether 
The Netherlands, 298, Aftairs , The Hague, 1 lands 
Bazargate Street, P . O . | Netherlands. 
Box 2£0 , Bombay 1 . 
Universal Pictures Universal International U .S . A . 

India Private Ltd ., | Films Inc ., U . S . A . 
Mustafa Bldg., Sır 
P . M . Road , Bombay 
1 . 


53 


B - 18065 


I 


U 


Trailer of " Curucu , Beast | 150 ( 1) 
of The Amazon " (Eng 
liehl (Colour ) 35 mm . 


19346 


With 
mark . 


triangle 


15 - 2 57 


indorrement: 

No. B /18065 
Trailer of “ Curucu , Beast of The Amazon " (Colour ) 
Length applied : 177 ft . 

1 — Cert. Ne. 1€346 dated 15 - 2-57 . 
Delete 

1. Close shots in which the Monster is seen attacking a girl with his clawga -3 ft. 8 frames . 
2. Shots showing the Monster attacking Andrea in Tupanico s hut . 6 ~_ ft . 14 flames , 
3. The cabaret dance performed in a night club in Rio by a woman wearing scanty dress — 5 ft . 
4 . Snake dance in Tupanico s hut in which he female dancer is shown with very scanty dregs- _ 7 ft. 
5 . Close shot showing Andrea being encircled by a python - 2 ft . 
6 . Shot showing four Shrunken heads on wall ingide Tupanico s kut - 2 ft. 6 frax .es. 

Length of excisions — 26 ft. 12 frames . 
Actual length of the trailer -- 150 ft. 


193471 

With 
16 - 2- 57 mark 


Triangle 


54 B 18 98 | Skanderbeg , Great Warrior 20719 (12) Goodwin Pictures, Cal - Mosfilm A nd New U S . S . R . 
Of Albania (English . 

cutta , C / o Representa | Albania Studios , 1 & 
(Colour) 35 m . m . 

tive, Auc, “ Sovexport . U . S . S R . & Albania Albania. 

film ” , 163- 163 A , Lower 

| Colaba Road , Bombay -5 1 
Rndorsemeni 

No . B 18298 
Film -- Skanderbeg . Great Warrior Of Albania (Colour). 
Length applied — 10 ,772 ft 

U - Cert . No. 19347 of 16th February 1957 
Delete 

Reel I - Shot where a child is whipped and kicked by a soldier - 9 ft. 3 inches. 
Ruel VIII - Shot where a soldier 18 pierced with a weapon and the weapon is taken out- 4 ft . 
Reel X - Shot where a woman s uncovered thighs are seen from behind when she approaches Hamza __ 7 ft 11 inches. 

Reel XI— Shot where a man is pierced through with a sword by Din - 3 ft . 81 inches . 
Reduce 
Reel Vill _ Shot of men with their clothes on fire--- 28 ft. 5 } inches (Length retained - l1 ft ). 

Length of excisions - 53 ft. 4 inches 

Actual length of the film - 10,719 ft . 
55 | B 18254 Controlled Hypotension In 6301) Voltas Ltd , 19 , Graham | F Hoffmann La Roche Switzer 
Surgery ( English ) ( Colour) 

Road , Bombay 1. 

& Co . Ltd Switzerland | land , 
16 mm . 


502 


11-2 57 
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2 


Alterations Under Rule 29 – 
1 , B -17852 , Baarish (Hinch ) 86 m .m . . . 

Alankar Chitra , Co M /s | K . H . Kapadia 

India 

19294 | This certificate 
Kishendas Chhabra & 

was endorsed on 
Co ., 19 , Prem Court , 

11- 2 -57 14 - 2 57. 
Churchgate Jamshedp 

Tata Road , Bombay l . 
Endorsement 

No. B / 17952 
Film - Baarish ( Hindi ). 

U - Çert, No. 19294 dated 11th February 1957. 
Alterations under Rule 29 
Added 

Reel -- Title cards superimposed and two title cards added - 59 ft 

Reel IX - The shot when Ramu goer with the truckand the fight ensues with Champak the truckfalls down the hill- 12 ft. 
Deleted 

Reel III- - Trimming - 2 ft . 
Reel IV - Shoutings of Mohan s sok father , when Mohan s mother gives him the money sent by Mohan through Ramu - 108 ft . (" Kya kaha Mohan -- Munh Parmar 

doonga ). 
Reel V - Long silent shot of Chanda when she comes to stieet from her house door to fetoh water - 22 ft. 
Reel VI- Silent shot of Chanda while sweeping the floor of her house when Kamlı comes in disguise to find details about Ramu under orders of Bebarı - 9 ft. 
Reel VII - Silent shots of Chanda s reaction when Ramu slaps her on the roof, and when Ramu goes for finding work and Chanda sees him -- 88 ft 

Reel VIII _ Full scene when Ramu comes home after quarelling with the neighbours and Chanda s mother offers him sweets beginning with the dialogue " Mujhe Nann 
maaloom tha to Ramu s dialogues “ Jyada maatha pachi mat karo " -- 30 ft . 

Reel IX - Silent shots of Behari when he comes to Ramu s house and gives money for Ramu s marriage 8 ft . 

Reel X - Full sequence between Chanda and her mother when Chanda comes home after the first meeting with Ramu at the sea beach ending with mother s dialogue " Sukh 
sobhagya nahın hai" - 220 ft. 


Reel XIII - Full sequence between Ramu and Kamla in the garage when Kamlı throws rope on Ramu, beginning with Ramru s dialogues (Hamam jane do 
ontry of Gope and ending with the dialogue of Gape and Kamlı “ Bhari padta hai" and scene between Ramu and sples of Beharı when Ramu goes to the Police station to in . 
form about activities of Bebari ) 401 ft . 

Reel XVI & XVII- After Beban s death , atmosheric shots of garage tummed , chase of police in search of Mohan trimmed , crawling of Ramu and Mohan on the roof 
and corridor trimmed , meeting of Maban and his mother and sister trimmed - 305 ft. 

Length of voluntary deletions - 1,193 ft . 
Length of approved additions71 ft. 
Actual length of the film after the aforesaid alterations — 15,567 ft. 


19032 


This certificate 
was endorsed on 
15 -2 -5 . 


24 - 1- 57 


1 B - 17736 | Yahoodi Ki Ladki (Hindi) 

| New Oriental Pictures , ) New Oriental Pictures , India 
35 mm . 

150 & 152 , Famous Cine 150 & 152, Famous Cine 
Bldg., Mahalaxmu, 1 Bldg , Mahalaxmi, 
Bombay 11 . 

Bombay 11. 
Endorsement 

No. B / 17736 
Film - Yahoodı Ki Ladki ( Hindi). 

U - Certificate No. 19032 dated 24th January 1957 
Alterations under Rule 29 
Deleted (Voluntarily 

Reel I – Just after the commontary the trial of the Jew in the court of Pharoah — 443 ft. 
Reel VIII – The scene in whieh Bani-ul-sabba 18 gick and Farıda goes out for medicine - - 175 ft. 
Reel XII – Song No. 7 sad dust of Farıda and Sajjad with the wording “ Dul Bekarar . . " 427 ft . 
Reel XIII - Scene showing Yuaf giving speech -82 ft. 

Length of approved voluntary deletions 1, 127 ft. 

Actual length of the film after the aforesaid alterations — 13,662 ft. 
3 B - 17929 Abhiman (Hindi) 35 m .m . 

Filmistan Private Ltd ., | Filmistan Private Ltd ., | India 
Post Box 247, Bombay 1 . Post Box 247 , Bombay 


19225 


This certificate 
was endorsed on 
16 -2 -57 . 


1 . 


4 - 2 -57 


Endorsement 

No B /17929 
Film - Abhiman (Hindi) 

U - Certificate No. 19225 of 4th February 1957 . 
Further alterations under Rule 29 
Add d 
11V - Song beginning with " Aji Akdo na hamse " and ending with " B . A . Pass kiya " - 300 ft. 

Actual length of the film after the aforesaid approved additions -- 13, 915 ft . 
Additior al undorsementsme 
Endor- en nadom 

No. B / 18055 
Film - Doctor In Industry -- 16 m .m . 

- Certificate No. 18388 of 15th January 1957 . 
Correction 

The length of the film on the Lnor of the certificate may be read as 2,008 ft. and not 2 ,000 ft . as wrongly declared by the applicant . 
Endorsement 

No. B / 17736 
Film - Yahoodı Ki Ladki ( Hindi) 

U -- Certificate No. 19032 dated 24th January 1957 . 
Correction 

The number of reels on the face of the certificate may be read as 16 (Sixteen ) and not 15 ( Fifteen ) as wrongly declared by the applicant. 


PART II 
Particulars of films granted or refused certificate under orders of the Central Government. 


Serial 

No 


No . & Name of the film 
date of ) with language 
original 
applica 

tion 


! Length of Name of the person 
the film or Company who 

in feet 
and No. ficate (with address ) 
of reels 


Name of the person 
or Co who produced 
the film ( with ad . 

dress ) 


applied for ce 


Country No and date No. and ( No nature | Remarks 
of of the certi date of 

and date 
origin ficate granted Orders of 1 of certi. 

originally the Central ficates / 
by the Board " | Government | revised / 
or date on 

certificate 
which certi. 

granted in 
ficate was re 

compliance 
fused 

with 
the orders 
of Central 
Govern 
ment 

10 


6 


11 


1 


B - 17696 - 


USA 


96 


on 


Tea and Sympathy | 11368 ( 14 ) 
and its Trailer | 275 ( 1) 
No . 4B ( English ) 
(Cinemascope) 
( Colour ) 36 m . m . 


Certificate 
refused 
17 12 56 . 


M /s Metro Goldwyn Metro Goldwyn 
Mayer India Ltd , | Mayer, U .S Ă . 
Metro House , 
Mahatma Gandhi 
Road , Bombay . 


20 -11-56 


No 8, 23 56 
FC dated 
12 2 - 1957 


Government 
refused certi. 
ficate in exer 
cise of the 
powers con 
ferred by sub 
section (2 ) of 
Section 5 of 
th - Cinemato . 
graph Acte 
1952 (XXXVII 
i of 1952). 
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Particulars of films granted or refused certificates by the Central Board of Film Censors (Regional Ojice , 

Calcutta , during the week ending 16th February 1957) 
Instructions B - Bombay , M - Madras, C — Calcutta , U - Certified for unrestricted public exhibit on 

A - Certified for public exhibition iestricted to adults 

le persons of 18 years 


serial Applica 
No 

tion 


Name of the film 

language 


with 


Length of 
the film in 
feet and 
No of 
Reels 


Name of the person or 
Co applying for the 
certificate with address 


Name of the person or 
Co who has produced 

the film with address 


Nature 

of 
certificate 

granted 


Country 

of 
Origin 


Remarks 


No & 

date of 
certificate 
issued or 
date on 

which 
certificate 

was 
refused 


No 


in 


C1762 


Bangal Ko Chia Sramik , | 1 072( 1) 
35 mm (Nepalı) 


12812 


M /S Aurora Cinema Co , 
41 KasıMitter Ghat St , 
Calcutta 


Publicity Department, 
Govt of West Bengal 


India 
West 
Bengal 


11 2 57 


IC 1763 


Do 


12813 


Bidrohee habı Kazi Nazrul | 1 995 ( 2 ) 
Islam , 35 mm ( Bengalı) 


11 57 


C 1761 


580 ( 1) 


Do 


Durgapur Project , 35mm 
( Bengali) 


Do 


12814 


11 2 57 


1 C1766 


A Swiss Watch , 35 mm 
(English ) 


1,281(1 ) 


Zurich , Switzerland 


U 


12815 


Anglo Swiss Watch Co , | Profilm , 
61 Dalhousie Square, Switzerland 
Calcutta 


11 2 57 


5 


C 1768 


12816 


11 2 57 


6 


C 1770 


12817 


Home 1 & Away No 3, 540 ( 1) Babcock & Wilcox of Babcok & Wilcox Ltd , UK 
16 mm ( English ) 

India ( Private ) Ltd , London 
4 Bankshall St Cal 

cutta 1 
Banyatram , 35 mm 898(1) M /s Aurora Cinema Co , Publicity Department, India 
( Bengalı) 

41, KasıMitter Ghat St, | Government of West West 
Calcutta Bengal 

Bengal 
Bara Ma, 35 m m (Bengalı ) / 11, 989 (13 ) Kalarupa Private Ltd , Kalarupa Private Ltd , 

16 Mangoe Lane, | 16 , Mangoe Lane, 
Calcutta 

Calcutta 
Sindur 35 mm (Bengalı ) 15 125 (17 ) Production Syndicate Production Syndicate Do 

Private Ltd 

Private Ltd 


11 2 57 


71 C 1769 


Do 


12818 


14 2 57 


8 


o 1758 


12819 


With 
mark 


trinaglo 


trimiglo 


162.87 with 


16 2 57 


Original length — 15 ,285 ft 
Endorsement 
( 1) In Reel No 1 - -( ) The shots showing Kumaresh drunk should be reduced to the minimum for continuity - 64 ft 

Length after reduction — 156 ft 
(22) Delete the shots showing Kumaresh trampling the Puja flowers and putting his foot on Mrinmoyee s hand — 2 ft 

(2 ) In Reel No 3 — Reduce the scene in the club to the absolute rrinimum , deleting the first few shots of drinks with Kumaresh standing at the bar, three lines of the song 
beginning with Ekdın ei ghare to “ Jouban nadi ar boyna " sung by Mac and the corresponding picturisation and also the shots showing people drinking while 
he is singing — 924 ft 

Length after reduction — 322 ft 
(3 ) In Reel No 11 – Delete the remarks by one of the creditors Patlun Khol Lega’ – 11 ft 

Total deletions — 160 ft 
Length of the film after deletions— 15 , 125 ft 


Particulars of new films certified or refused a certificate by the Central Board of Film Censors (Regional Office , 

Madras) during the week ending Saturday , the 16th February 1957 
Instructions B - Bombay , C - Calcutta , M - Madras, U - Certified for unrestricted public exhibition 

A - Certified for public exhibition restricted to adults 

ie persons of 18 years 
PE - Predominantly Educational 


Serial 
No 


Applica - | Name of the film with 
tion 

language 
No 


Length of 
the film inl Name of the person or 
feet and Co applying for the 
No of certificate with address 
Reels 


/ Name of the person or 

Co who has produced 
the film with address 


Nature 

of 
Certificate 
granted 


Country 
of origin 


No & 

Date of 
Certificate 
issued or 
date on 

which 
the Certi 

ficate 
wes re 
fused 


Remarks 


1 


2 


10 


1 | M 1268 


| Nala Damayanthi ( Telugu ) 

35 mm 


Kemparaj Productions, Kemparaj Productions , 
Madras 17 

Madras 17 


U 


16374 


17,720 
( 19 ) 


With triangle mark . 


India 
(Madras ) 


11 2 57 


Endorsement on Certificate No 16374 U dated 11th February 1957 — issued to the film M 1258 Nala Damayanthu” ( Telugu )- 35 mm B & W 

Length as given in the application – 17,901 ft 
Cuts 

1. Reel 4 - When Vidushaka is eating inside the basket, delete the insert picture of Veni listening to the noise , the camera focussed in close up on her low neckline , expos. 
ing the bust - 9 ft 

2 Reel 7 --- When the children ask for water, and cry that they are hungry , delete the picture of Veni with the camera focussed in close up on her low neckline, exposing 
the bust -- 12 ft 

3 Reel 11 – Delele all suggestion that Damayanthi was being offered as a sacrifice to the deity by the robbers There is no objection to the dance including the shots of the 
robbers having torches in their hands , which later burn the robber themselves (Damayanthi being taken to the post and tied to the post, the fuel brought and laid round 
the post , tle ricture shot of the deity , the long shot view of the sacrificial altar including the dancers circling round it , their advancing and setting fire to the fuel The end , 
r . + - herself and coming out ) (NOTE — There is no objection to the mid shot inserts of Damayanthi which do not show the altai and other details , 

13 where the camera tracks back to a mid shot while she sings) - 90 ft 
4 Reel When the mother in law beats the other Damayanthi and relates the incident to the neighbours delete from her dialogue the expression Minda Gadu - - 13 ft. 
5 Reel 1 - - When Vidushaka claims as his own , the donkey on which he comes riding delete the washer woman testing him and asking about its sex — 34 ft 
6 Reel 1 – When Venı brings the ch id to Vidushaka, delete his questioning her about the child her reply and his counting the months of his absence — 23 17 

Total length of excisions ~ 181 ft 
Actual length of the film after the excisions- 17,720 ft 
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M 


ON. 


10 


2 


M - 1269 


Nala Damayanthi 
nada ) 35 mm 


( Kan . 


17 , 121 


Komparaj Produetions, Kemparaj Productions, 
Madras 17 . 

Medras 17 . 


India 
(Mardas ) 


U 


16375 | With triangle mark . 


( 18 ) 


11- 2 -57 


Endorsemont on certificate No 16375 - U dated 11th February 1957- - 0ued to the film M - 1289 " Nala Damayantha" (Kannada ) - 36 m m . B . & W . 

Length as in the applioation - - 17, 306 ft. 
uts 

1. Reel 4 - When Vidushaka 18 eating in ide the basket , delete the insert of Ven listening to the noise, the camera focussed in close up on her low -neckline, exposing the 
ust - 8 ft . 

2 Reel 7 - When the children ask for water, and cry that they are hungry , delete the picture of Von with the camera focussed in close up on her low -nockline, exposing 
he bust - 10 tt 

3. Reel 11 - Delete all suggestion that Damayanthi was being offered as a sacrifice to the deity by the robbers . There is no objection to the dance , including the shots of the 
obbers having torches in their hands , which later burn the robbers themselves (Damayanth , being taken to the post and tied t 

nth , being taken to the post and tied to the post, the fuel lard round the post , the 
ing shot blow of the sacrificial altar including the dancers ciroling round it, their advancing and setting fire to the fuel . The end shot showing Damayanthi untying 
erself and coming out) (NOTE - There is no objection to the mid -shot inserts of Damayanthi which do not show the altar and other details , nor to the picturisation of songe 
No . 13 where the camera tracks back to a mid shot while she sings - )91 ft 

4 Reel 14 - When the mother- in law beats the other Damayanthi and relates the incident to the neighbouis, delete from her dialogue the expression " Munda " ( occur.ng 
wice )- 12 ft 

5 Reel 16 - When Vidushaka claims as his own, the donkey on which he comes riding, delete the washer-woman testing him and asking what donkey it 1933 ft . 
6 Reel 17 — When Venı brings the child to Vidushaka , delete his questioning her about the child , her reply and his counting the months of his absence _ - 81 ft . 

Total length of excisions— 186 ft. 

The net length of the film after the above exO1stons - 17 , 121 ft . 
Copy of ondorsement on Certificate No 16374 -U dated 11th February 1957 - 188ued to the film M - 1268 " Nala Damayanthi" ( Telugu ) - 35 mm . B . & W . 

Length as given in the application — 17, 901 ft. 
Pula , 

1. Reel 4 - When Vidushaka is eating inside the basket, delote the insert procure of Veni listening to the noise, the camera focussed in close -up on her low -nooklino , or . 
posing the bust - 9 ft 

2 . Reel ----When the children ask for water, and cry that they are hungry, delete the picture of Vena with the camera focussed in close -up on her low -neckline, exposing the 
bust — 12 ft . 
... 3 Reel 11 - Delete all suggestion that Damayanthi was being offered as a sacrifice to the deity by the robbers There is no objection to the dance , including the shots of the 

- he robbers themselves (Damayanthi being taken to the post and tied to the post, the fuel brought and laid round the 
of the sacrificial altar including the dancers circling round it , their advancing and setting fire to the fuel The end shot 

(NOTE-- There is no objection to the mid -shot inserts of Damayanthi which do not show the altar and other details, nor 
to the picturisation of song No 13 where the camera tracks back to a mid - shot while she sings)- - 90 ft. 

4 Reel 14 - When the mother -in -law beats the other Damayanthi, and relates the incident to the neighbours, delete from her dialogue the expression “ Minda Gadu " 
13 ft , 

Õ Reel 16 - - When Vidusbaka claims as his own , the donkey on which he comes riding,delete the washer -woman testing him and asking about its sex _ -34 ft 
6 . Reel 18 - When Venı brings the child to Vidushaka, delete his questioning her about the child , her reply and his counting the months of his absence - - 23 ft . 

Total length of excißions - 181 ft . 
Actual length of the film after the oxcisions -. 17,720 ft. 


M 1264 


Bhagya Jyothi (Kan . | 
nada ) 35 mm 


,700 ( 16 ) Gopikushna 

Madras 10 , 


Piotures, | Gopikishna 

Madras 10 . 


Plotaren , 1 India 

( Madras) 


| U 


16376 


With triangle mark . 


16 -2 57 


Endorsement on Certificate No 16376 - U dated 16th February 1957 - issued to the film M - 1264 " Bhagya Jyoti " (Kannada) 35 m .m . B & W . 

Length as given in the application - 13 , 756 ft . 
Outs 

1 . Reel 6 — When the Purohit talks to the Sub Collector about the sradda arrangement, delete all references to the attachment, the disgrace that cannot be borne by the 
officer s priest , the Collector asking him to give a complaint, the request that a proper enquiry should be made, and the Collector s reply " I shall make a note " - 87 ft . 

2 . Reel G _ When Gopaliah pleads to see his daughter before being taken to jail, delete the picture and dialogue of Sub - Inspector s statement " I am not receiving your 
Balary that I should wait for you to make domestic arrangements ” , calling the policeman Idiot , warning Gopaliah to shut up and threatening him — 60 ft . 

3 Reel 7 - - In Munuswami s house , delete his telling Sarasa " It 18 a great sin for a brahmin gırl to bow to a low -caste man , and she should not do so hereafter " _ 33ft 

4 . Reel 7 - When Sarasa asks for a lift in the passing car , delete his asking her that he would take her if she would recommend him to the Collector for the Hony . Magis 
trate s post , and the subsequent dialogue while the car 18 proceeding, including Sarasa s asking him about the exact designation of the post , when she takes leave of him . 60ft . 

6 Reel S.. . When Sarasa i elat- 8 to the doctor about Munuswami s wife s oonfinement, delete references to the details of the delivery and the requirement of " machines" _ - 18 ft 

6 Reel 8 -- After the doctor s wifeleaves themoney on the table and goes, delete from therest of the sequence completely , all suggestion of money being stolen and paid to 
the doctor, and asking for the balance of Rs 5 at the end , including references in the dialogues to the doctor s changed manner once the money is offered - 50 ft. 

7 Reel 9 - When the Saetui refuses money to Kamala and reters to her lameness , delete the expreseion " Rande " .. .2 ft . 

8 Reel 9 – After the police-inspector tells Sarasa that permission 19 necessary from the Sub - Collector to see Gopaliah in the lock -up , delete the rest of the sequence , pioture 
and dialogue, the next picture shot will be Sarasa being led out of the police station (Calling her a dog, deking P . C 328 to neck her out, her pleading and weeping and then 
asking him if any assault on Government servant would be punished with imprisonment" , " are you a Government servant" ,then biting him , their struggle and ultimately being 
separated , Inspector asking her to be locked up, the policeman refusing beacuse the complaint is not correct , the Inspector whipping her , including the picture of Gopaliah in his 
cell listening to the sounds off screen - 177 ft 

9 Reel 11 - When the priest is giving evidencein the witness box ,delete all references by him to his being acquainted with the Sub Collector, Munsif and Inspector - 24 ft. 
10 Reel 11- After Sarasa pleads to the judge , and weepe , delete the rest of that shot , picture and dialogue, and the shouting “ sit down " and " take her off " - 20 ft . 

11 Reel 11- - After the judge had delivered judgment and the sentence had been translated to the acoused delete the rest of the picture showing Sarasa pleading and 
delivering a speech about the injustice that had been perpetrated , upto and including her being lifted and carried out, wbile Gopaliah cries out Sarasa ----34 ft 

12 Reel 15 - Delete the entire picture and dialogue showing the brahmins discussing about a brahmin lady living in a low - caste man s house, and the certainty of earth. 
quake , flood and plague that will visit the earth the priest joining them , telling them about the Sub Collector being indifferent, and all of them going out shouting . 

13 . Reel 15 - Delete the entire picture and dialogue of the crowd led by the brahmins with torches, agsaulting Munuswami in his house and abusing him , all of them beating 
him , Sarsa s speech asking whether they were all human beings or blind , the brahmins in close -up abusing her , advancing on the house and setting fire to it, upto and including 
the crowds coming back after the house is consumed in the flames _ 340 ft 

14 Reel 15 . In the police station , delete the picture of the Inspector sleeping and the policeman fanning him , his receiving the telephone from the Sub - Collector, putting 
on his turban and saluting the telephone - 34 ft 
15 Reel 16 _ When Balu is asked to bring some water to revive the Collector, delete his removing his shorts and running naked - 8 ft . 

Totallength of excisions -- 1,066 ft . 
The actuallength of the film after excisions will be 12, 700 ft . in 16 reels. 


4 


M - 1270 


| Bhagya Rekha ( Telugu ) : 

35 mm . 


16377 


24 ( 20 ) Ponnaluri Brothers, 

( Private) Ltd ., Madras 
17 . 


Ponnaluri Brothers, 
( Pulvate) Ltd ., Madras 


India 
(Madras ) 


17. 


16 - 2 -57 


Alterations under Rule 29 


| M - 1160 /29 Alteration u / R 
235 

Bhai” (Hindi) 
35 mm 


29 “ Bhai | 15 ,474 
(Colour ) ( 19 ) 


AVM Productions, Aroot 

Road , Madras 26 . 


AVM Productions , Arcot 
Road , Madras 26 . 


India 
(Madras ) 


Censor Certificate No 14069- U dated 

18 -4 -56 ondorsod on 30 . 1-57. 


Endorsement under Rue 29 on Certificate No 14069 - U dated 18 . 4 - 1956 -issued to the film " Bhai Bhai" ( Hindi)- 35mm . 
The addition of hand -colouring to the entire film 18 approved subject to the following , namely , 

Reel 19 . The red colouring of the bloeding wounds and the drops of blood on the floor when Raraand Ashok quarrel is to be removed There is no objection to these portion : 
appearing in black and white as originally certified This also refers to the drink pouring out of Ashok s mouth - which too looks like blood , when Raja shouts at him (Note - - The 
other shots are when Kaja 18 hit by the bottle and 18 shown bleeding in closeup , and also subs -quentl , when he speaks with the knife in hand , and when he and Ashok grapple . 
The portion where Ashok falls on the ground near the broken bottle, and his own blood falls and mice with it , while the song is heard off screen ) - 410 It (Approved 
replacement- 410 ft ) 

The certificate is valid for exhibition of the film with or without the hand -colouring. 
2 B - 17051 | Gauri Pooja ( Hindi) 35 m .m . 1, Chitra Distributors , Vij. Desas& Co., Bombay | India Censor Certificate No. 17785 -U dated 
29 / 237 ayawada 2 . 

(Bombay ) | 27- 9 -56 /25- 10 - 56 ondorsed on 14 - 2 -57 


(Band)35m.m., 1969 


custo Pugerbutorm, va. Don &Co, Bombay 


binding any one more inter Mar 1786.V doo 


Endorsement under Rule 29 on Certificate No. 17785 - U dated 27 -9 -56 — 188ued to the film " Gauri Pooja " (Hindi ) - 35 m .m . 
Addition of Telugu commentary to the film , as por details hereunder, is approved 
Reel No. I 100 ft. 

Reel No. fum 100 ft . 
The certificate is valid for exhibition of the film with or without the Telugu commentary, 


M 


10 


All 


dated 


a | 2 - 1288 /29 Nala Damayanthi ( Telugu ) | 736 (1 ) 
238 

30 m . m . 


Komparaj Productions, | Kemparaj Productions, India Censar Certificate No. 16374- U 
Madras 17. Madras 17. 

(Madras ) | 11-2457 endorsedon 14- 2 - 57. 


Indorsement under Rule 29 on Certificate No . 18374- U dated 11th February 1957 - issued to the film M - 1268 " Nala Damayanthi" ( Telugu ) - 35 m .m . 
The addition of 20 ft. in Roel No. 4 is approved , 
The revised totallength of the film will be 17,740 ft. in 91 Roels. 


( 1 ) 


- 1269 /29 Nala Damayanthi (Kan . 
239 nada ) 36 m . m . 


Kemparaj Produetione, 
Madras 17 . 


Kemparaj Productions, 
Madras 17 . 


India Censor Certificate No. 18376 - U dated 
(Madras ) | 11- 2 - 57 endorsed on 14 - 2 -87 . 


Indorsement under Rule 29 on Certificate No. 16376 - U dated 11th February 1967- issued to the film M - 1269 “ Nala Damayanthi” (Kannada ) - 35 m .m . 
The addition of 20 ft. in Reel No. 4 is approved . 
TheNvioad total length of the film will be 17 , 141 ft, in 18 Roals . 


Bombay , the 21st February 1957 


M . D . BHAT 

Chairman 
Central Board of Film Censors 
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Particulars of films re -certified or refused re -certification under Rule 27- B by the Central Board of Film Censors 

(Regional Office , Bombay ) during the week ending 16th February 1957 
Instructions : B - Bombay ; CHCalcutta ; M — Madras. U - Certificd for unrestricted public exhibition . 

A - -Certified for public exhibition restricted to adults 

i.e , persons of 18 years, 


Serlal ) Appllo . 
No. tion 

No. 


Nama of the film with In 

grego 


Longth of 
the am Name & Addrews ofappli - 

with lount for rocortifioation | 
No. of 
Rools 


Numo & addren of pro - 

duoat 


Ramal 


No. 
dato of 

new 
oortlicato 
lor date of 

rafusal 


Country 

of 
orloin 


Naturt of 

now 
cortilioato 


of 


now 
cortifioate 


T 


. 


19102 


| B - 27B / 

2490 


Tho Ruokot 
80 m . m . 


12 - 2 -87 


B - 27B 
2466 


Eduoation For 
( English ) 16 m .m . 


Pouco 


384 (1 ) 


RKO Radlo Piotuna RKO Radio Plotura 
Private Ltd ., Dhannur U . S . A . 
Building , Sir P . M . 
Road , Bombay l. 
Unitod States InforTgA - Frank Donovan Awool 
tion Servloo . " The stor, U . S . A 
International" , 10 , 
Queen s Road Estato , 
Bombay 1. 


10103 


Do 


13 -2 -87 


Diving Aarobatu ( Thaghub ) | 868 ( 1) 


Do 


B - 278 ) 
2507 


19164 


86 m . m . 


19 - 8 -87 


385( 1 ) 


Do 


19100 


B - 27B ) 
3819 


Whoolobair Sohdan 
(Haglish ) 10 .m . 


13 -2-87 


Columbla Films of India | Columbia Picture Oor- / 
Ltd ., Lotus House, I poration, U . S . A . 
394 , Merloo Lines , 

Bombay 1. 
United States Informar | University of Cellforate , 
tion Sorvice, " Tho U . S . A . 
Lotomationu )" . 10 , 
Quonn Road , Estate , 
Bombay l. 
Columbia Films of India Columbia Picture Cor 
Ltd ., Lotu House , poratlon , V .8 .A . 
33A , Marino Lines , 
Bombay 1. 
Der. 

Do . 


B - 27 


A Snitob In Tlmo ( English ) 
38 m . m . 


1,004 (2 ) 


Do. 


19100 


U 


2845 


18 - 2 -07 


8 


| Pleasure Tromure (England ) 1,608( 2 ) 

38 mm . 


Do . 


B -27B ) 
2846 


10107 | U 


13 - 2 - 07 


19108 


3,871(0 ) 


B - 27B 
2801 


| A mattor Of Life And 

Death ( nglish ) ( Colour ) 
10 m . in . 


J. Artbur Rank I m J . Arthor Rank Ora- | U . K . 
Distributors (India ) | nimation Ltd ., U . * 
Private Ltd ., Lotus 
Hous , 33A , Marino 
Linen, Bombay 1. 


13 - 2 -57 


0 .8.A . 


19169 


2 - 27 
2488 


Jungle Orl ( Bovided ) 13,107(16 ) Hindustan Film Er - Ropubllo Plotura In - 
(Engliab ) 45 m .m . 

change , 10 , Narayan tornational Corporation , 
Sadan , Shivaji Park , 0 .8 . A . 
211, Mabin , Bombay 


14 - 2 -87 


18 . 


B 


19170 


14- 2 -87 


B / | London Town ( alth ) | 11,603( 14 ) J. Arthur Runk Film , J. Arthur Bank Or | U . . . 
2064 28 m . 

Distributor. ( India ) | geploation Ltd ., U . I , 
Privato Ltd ., Lotta 
Horne , 38A. Marine 

Linos, Bombay 1. 
B -27B / Torontu And Conservation 400 ( 1 ) National Eduoation And Coronet Instruotiopal 0 .8 . A . 
2087 ( English ) 16 m . m . 

Information Film Ltd ., 1 Films, U . S . A . 
NationalHouno , Tulloch 
Road , Bombay . 


10171 


J 6 - 2 -07 


Hoalth | 400 ( 1 ) 


Do . 


11 | B - 273 ) 

265.56 


Do. 


Do . 


19172 


Eloroiso And 
EnglibA 

) 16 m . m . 


28.BA 


16 - 2 -07 


12 


Do . 


B - 27B / 
2608 


Ooo Of Forest. (English ) | 400 ( 1 ) 
16 m . m . 


Do. 


19178 


18 - 2 -87 ) 


18 


How To Study (English ) 400 (1 ) 
16 . . . 


Do 


B - 27B / 
2009 


0 


39174U 


18 - 2 -87 


Do . 


B - 27B/ 
2000 


Know Your Car ( Dogllah ) $ 10 (2 ) 
18 m . m . 


V .8 . Ofion of Eduotion , 
U . S . A . 


191761 U 


1 


18 - 2 -87 


18 


10170 


B - 27B / 
2843 


Ono Shivering Night 1, 650 (2 ) | Columbia Films of India 1 Columbia Pictures Corpo 
( English ) 88 m .m . 

Ltd ., Lotus House, 33A , ration , U . S . A . 
Murino Lines, Bombay 1 . 


18 - 2 - 87 


400 (1 ) 


Do . 


19177 


B -27B 
1704 


Trailer of " Jungle Girl" 
I (English ) 36 m . m . 


Hindustan Film Erohanga, Ropublio Piotures Inter 

10 , Narayan Sadan , 211, 1 notional Corporation , I 
Shivaji Park , Mahim , U . S . A . 
Bombay 16 . 


18 - 2 -87 
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Particulars of Alms re- certified or refused te -certification by the Central Board of Film Censors (Regional Office, 

Calcutta ) during the week ending 18th February 1957 . 
Instructions: B - Bombay ; C - Calcutta ; M - Madras . U - Certified for unrestricted public exhibition , 

A - Certified for public exhibition restricted to adults 

i.e . persons of 18 years, 


Nameand addrowa 

of prodigoor 


Country 


Longth of 
tho Alma ( Namo and addren of 

with applloant for to - cartition 
No. of 

tion 
Rool 


Borlal Applios 
No. tion 


Namo of the film 
with lenguage 


Remarks 


No. & 
dato of 
new 

Naturo 
cortifloate of now 
or date of vertifoto 
rofunal 
of new 
certi 
floate 


origin 


No, 


10 


0 -278 / 


Dark Man , 88 m .m . ( Eng . | 8, 346 ( 10 ) 
lyh ) . 


Julian Watlo 


U .K . 


1388 


504 


J. Arthur Rank Film 
Distributors ( India ) 
Private Ltd ., 1, 
Humayan Placo , Oul 
outte . 


1 - 2 - 57 


2 | C - 278 ) 

809 


Do. 


The Bluo Lagoon , 88 m . m . | 0 , 383 ( 11) 
(English ) ( Coloured ). 


Sydnoy Gulistand Frank 
Laundor, 


1987 


U 


11- 2 -57 


Do . 


3 | 0 -27B / 

503 


Blooping Car to Trlouto , | 3, 704 (8 ) 
10 m . m . (English ). 


Do. 


Goorgo H . Brown 


1388 


11 - 2 -07 


4 


C- 27B / 
498 


| Modnoos of tho Heart, 0 ,478 (11) 
138 m . m . (Englah ). 


Do. 


Rlyhard Wainwright 


Do . 


1389 


11 - 2 -87 


| 0 - 27B / 

616 


U 


Tohaikowsky s Nutoracker | 877 ( 1 ) 
Sulto, 86 m . m . (English ). 


11390 


| Columbia Mlms of India | Columbia Pioturo . Corpo . U .S . A . 

Ltd ., Humoyan Court , U . S . A . 
Lindsay Bt ., Caloutta 10 


11- 2 -87 


6 


0 -27B 

618 


Do . 


Tohalkowsky s 1812 Over - 094 1 ) 
turo 36 m . m . (English ) . 


Do . 


1.391 


D 


11 - 2 -87 


C - 27B / 
814 


Do . 


1302 


Tobotkowaky r Plano Oon - 902 ( 1) 
oorto In B -Int Minor 
38 m . n . (English ). 


11-1 -67 


0 -27B / 
818 


Da . 


1993 


Borodin s Prinoo Igor, Tho ( 880 ( 1) 
Polvotoian Daonos 38 m . in . 
( English ). 
Tohaikowıky s Swanleko 017 (1 ) 
Ballot , 80 m . m . ( English ). 


11- 2 -87 


0 -27B ) 
617 


Do. 


1994 


U 


11 - 2- 67 


1,728 (2 ) 


ᎠᎴ 


0 - 27 
499 


When You Wont Away , 
38 m . m . (English ). 


1896 


J . Arthur Runk Mine Dlo - Th . Modorn Age Ltd ., 
tributor ( India ) Privato | London . 
Ltd . 


12- 2 -87 


11 | 0 -27B / 

190 


Givo un this day , 88 m .m . 10 , 423 (18 ) 
( English ). 


Do. 


R .E . Goigor and N . A . | U . K . 
Bronston . 


1998 


12- 2 -07 


0 - 27B ) 
029 


Halfwit . Holiday, 10 m .m . 1, 307 (1 ) 
( English ). 


1997 


Columbia Kilms of India | Columbia Pioturda Corpa , 0 . 9 . A . 
Ltd ., Humayan Court , ] U . . A . 
Lladeny St., Omloutta . 


12 - 2-07 


13 


0 -27B / 
822 


16 m .m . ( 094 1) 


Do. 


Do . 


Fright Night, 
( English ). 


Ꭰd . 


1398 


12- 2 -67 


14 


Do . 


Do . 


C - 27B / 
020 


Mr. Wright Good Wrong . 1, 772( 2 ) 
38 m , n . English ). 


1999 


12 - 2 -87 


10 


C -27B / 


U . K . 


So Long At Tho Fair , 18 / 3,860(3 ) 
m .m , (English ). 


1400 


JU 


Trianglo . 


494 


J. Arthur Rank Film Dla | Botty E . Bor 
tributon ( India ) Private 
Ltd , 


16 - 2 -07 


Indorsement made by the Centrul Board of Film Censor . un 2nd February , 1961 in respect of the 38 7 . 18 . yauve of the film 

" In rool No. 2 ,Shorton the dance scene in tho caſerovouling the underolothingo indecorously at plaood ( TOONauting 19 and a fost rospectively )." 
18 C - 27B / 

Champion Jampon , 88 m . . . 022 ( 1 ) | Columbia Film * of India Columbia Pioturon Corpn . | 4 . 9 .A . 1880 
096 | ( Hogluh). 

Ltd ., Homayan Court, 1 0 .8 ,A . 
Lindsay 8t., Caloutta . 

16 -2 -87 
170-27B/ Tho Porfeut Woman , 36 | 8, 119 (9 ) J. Arthur Rank Film Dis . Georgo and Alfred Black | U . K . 

111 L 
m . m . (English ). 

tributors ( India ) Prvato 
Ltd . 

12- 2 -07 


197 


Bombay , the 2111 February 1067 


M . D . BHAT 

Chairman 
Central Board of Film Censors 
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Particulars of films granted or refused certificates by the Central Board of Film Censors (Regional Office, 

Bombay ) during the week ending 23rd February 1957 . 
Instructions : B - Bombay ; C - Calcutta ; M - Madras. U - Certified for unrestricted public exhibition . 

A - Certified for public exhibition restricted to adults 

i.e . persons of 18 years . 


Serial Applica 


Length of 
the film 
in feet and 

No, of 
Reels 


Name of the person or 
Co applying for the 
certificate with address 


Name of the film 

examined 
with language 


Name of the person or 
Co . who has produced 
the film with address 


Nature 

of 
Certificate 
granted 


Country 
of origin 


Remarks 


No. & 

Date of 
Certificate 
issued or 
date on 

which 
Certificate 

was 
refused 


tion 
No . 


10 


India 


19348 


Valid for Hindi, 
Bengali and Taman 
Versione. 


18 - 2 -57 


U . S . A . 


U 


19349 


18 - 2 -57 


B - 18332 

Bumps Rattles And Squeaks 163( 1) Cine Process Room ( Hem Cine Process Room , C /o ., 
(Marfak ) ( Colour ) 35 mm . 

S . Gupte ), Co., Fılmis . Filmistan Private Ltd . , 
tan Ltd , Malad , Bom - Malad , Bombay. 

bay . 
2 | B - 18338 | Bonefish And Barracuda | 746 ( 1 ) | RKO Radio Pictures | RKO Radio Pioturos , 
(English ) 35 mm . 

Private Ltd ., Dhannur U . S . A . 
Bldg ., Sir P .M . Road , 

Bombay . 
3 B - 18325 | Four Girls In Town ( English ) 7949( 10 ) Universal Pictures India | Universal International 
(Cinemascope ) ( Colour) 

Private Ltd , Mustafa | Films Inc., U . S . A . 
35 mm . 

Bldg . Sır P . M . Road , 

Bombay . 
4 | B - 18326 The Great Man (English ) | 8 , 362( 10 ) 

Do . 
35 mm . 


Do . 


U 


19350 


18 - 2 -57 


Do. 


19351 


18 - 2 -57 


19352 


18 - 2 -57 


19353 


18 - 2 -57 


B - 18342 Trailor of " Four Girls In | 221( 1) 

Do 
Town " ( English ) ( Cinema - ) 

scope ) (Colour ) 35m m . 
B - 18339 Tension At Table Rock ! 8 , 655( 11) | RKO Radio Pictures | RKO Radio Pictures , 
( RKO Scope ) (English ) 

Private Ltd ., Dhannur | U . S . A . 
( Colour ) 35 mm . 

Bldg ., Sir P . M . Road , 

Bon bay. 
Indorsement 

No. B /18339 
Film - Tension At Table Rock (RKO Scopo ) (Colour ). 

U -Cert . No . 19353 of 18 - 2 -57 . 
This oortificato 18 valid upto 17th February 1961 also for the etandard flat version of the film . Length - 8 ,655 ft. 
up B - 18283 Stanley Takes A Trip ( Eng . | 4 

| National Education And National Film Board of 
lish ) 16 mm . 

Information Films Ltd ., Canada, Canada . 
National House , Tulloch 

Road , Bombay . 
B - 18288 | Tho Fight : Science Against 760 (2 ) 

Do . 

Do. 
Cancer (English ) 16 mm . 


Canada 


u 


19354 


18 - 2 -57 


Do. 


U 


19355 


18 - 2 -57 


B . 18331 


m 


.D 


om LT 11 , / Potigadi 


7770711 ) 


U . S . A , 


U 


19356 


18 - 2 -57 


10 


B - 18340 


U . S .A . 


Warner Bros. First Warner Bros . Pictures, 
National Pictures Inc , U . S . A . 
42 , Queen s Road , Bom . 
bay. 
RKO Radio Pictures | RKO Radio Pictures , 
Private Ltd ., Dhannur ! U . S . A . 
Bldg ., Sir P . M . Road , 

Bombay . 
Kailash Narayan , Assiet- | Concrete Ltd ., U . K . . . 


U 


Truler of Tension At Table | 234 ( 1 ) 
Rock " ( English ) ( RKO 
scope ) (Colour) 35 mm . 


19867 


18 -2 -57 


800 ( 1) 


U . K . 


U 


11 | B -18338 | Prestressed Concrete ( Eng- 

lish ) 16 mm . 


19358 


18 - 2 -67 


B . 18937 


U 


19359 


Trailer of " The Great | 411( 1 ) 
Waltz " (Revised ) ( English ) 
35 mm . 


Metro Goldwyn Mayer Metro Goldwyn Mayer, U . S .A . 

India Ltd ,Metro House, U . S A . 
Mahatma Gandhi Road , 
Bombay . 


18 - 2 -57 


13 | B - 18167 | Pyaasa (Hindi) 35 mm . . 


13698 ( 16 ) 


Indim 


19360 


With triangle mark . 


Guru Dutt Films Private Guru Dutt Films Private 
Ltd , 147, Famous Cine Ltd ., 147, Famous Cine 
Studios, Mahalaxmi, Studios, Mahalaxmi, 
Bombay 11 . 

Bombay il, 


19 - 2. 7 


Anderrement 

No B , 18167 
Film - - Pyaana ( Hindi). 
Length applied -- 13 , 908 ft . 

U - Cert . No. 19360 dated 19th February 1957 . 
Delete 

Reeh II Shots of Gulab suggestive ofsoliciting while she sings song No 1 (Ono) -- 36 ft. 
Roel 111 -- Whistling by Pushpa when Meena 18 peeping from under the bench at Vijay — 3 ft . 

Reel XV - Shots and dialogue in which Ghosh persuades Meena to surrender herself to Vijay , in order to remove him from town - 164 ft. 
Reduce 
Reel III - To a flash Meena peeping at Vijay from beneath the desk - 7 ft. ( Length retained - 9 ft.). 

Length of excision . 210 ft . 
Actual length of the filna - - 13 ,898 ft. 


B -18266 


Board of Canada 


19361 


Accidents Don t Happen | 263 (1 ) 
No. 2 “ Machines" ( English ) 
16 mm . 


National Education And National Film 

Information Films Ltd ., | Canada . 
National House , Tulloch 
Road , Bombay . 


19- 2- 57" 


B - 18264 


Shyness (English ) 16 mm . | 823 (2 ) 


Do . 


19362 


19- 2 -57 


569 (2 ) 


Do , 


Da . 


U 


16 | B - 18284 | Ti Jean Goos Lumbering 

(English ) 16 mm . 


19363 


19 - 2 - 57 


192 


THE GAZETTE OF INDIA , APRIL 6 , 1957 


PART III - SEC. 4 


10 


17 


B - 18397 


Werksfilm (Silent ) ( German 

Titles ) 16 mm . 


648 ( 1) 


U 


19364 


The Stahlunion Co . Ltd ., Froriep Rheydt., Ger - Germany 

India House, Fort , Bom - 1 many . 
bay 1 . 


19 - 2 -57 


18 | B - 18398 | Transfer Presses (English ) | 648 ( 1) 

16 mm . 


Do. 


Industrie Werke Karlsruhe 

Germany . 


Do. 


U 


19365 


19- 2 57 


19 


B - 18356 


19366 


President Eisenhower s | 1532( 2 ) 
Second Inauguration ( Eng. 
lish ) (Colour) 35 nm . 


| United States Informa - | Movietone News , U . S .A . | U . S A . 

tion Service , " The Inter 
national" , 16 , Queen s 
Road , Estate Bombay l . 


19 2 -57 


20 


19367 


B - 18345 | Pacific Sports (English ) 759 ( 1 ) 

(Colour ) 35 mm . 


Universal Pictures India | Universal - Insernational 
Private Ltd ., Mustafa | Films Inc ., U . S . A . 
Bldg ., Sir P . M . Road , 
Bombay. 


19 -2 - 57 


B - 18344 


Do . 


Do . 


Arts And Flowers ( English ) 577( 1) 
(Colour ) 35 mm . 


19368 


19 - 2 57 


22 


Do . 


B - 18343 | Fowled Up Party (English ) | 590 ( 1) 

(Colour) 35 mm . 


Do. 


19369 


19- 2-57 


23 


B - 18256 


| Instructional Film : New | 1000( 3 ) 

Way To Greater Educa 
tion ( English ) 16 mm . 


National Education And 

T . 11 . T 1 


19370 


Coronet Instructional 
Films, U S . A . 


20 2 -57 


it 


.. . 


. . 


24 


B - 18276T 


400 ( 1) 


19371 


1 : , ! Our Furth 
Ir. WTA les 

. . . lu 1 . 14 . 


Do. 


National Education acd 
Information Films Ltd ., 
National House, Tulloch 
Road , Bombay . 


20 - 2 -57 


Do . 


Do , 


B -18278 | The Sleeping Beauty (Eng . 500 (2 ) 

lish ) 16 mm . 


19372 


20 - 2 -57 


26 


B -18258 


Do . 


Do . 


19373 


20 - 2 -57 


The Human Body Circula - 500 ( 2 ) 
tory System (English ) 
16 m . m 
Developing Imagination 400 ( 1) 
(English ) 16 m . 


B - 18280 


Do . 


Do . 


19374 


20 - 2 -57 


28 


B - 18396 


924 (1 ) 


Metro News Vol. 709 
( English ) 35 mm . 


U 


19375 


20 2 57 


Metro Goldwyn Mayer Metro Goldwyn Mayer, Do. 
India Ltd ., Metro House , U S . A . 
Mahatnia Gandhi Road , 
Bombay . 
Films Division Govt. of Films Divisions Govt., | India 
of India , 24 , Pedder of India , 24 , Pedder 
Road, Bombay 26 . 

Road , Bombay 26 . 


29 


B -18400 | Indian News Review No . 987 (1 ) 

436 35 mm , 


| 


U 


19376 


20 2 - 57 


Valid for fivo ver 
sion : English , 
Hindi, Tamil , 
Telugu and Ben 


gali, 


30 | B - 18391 | Road To World 

(English ) 16 mm . 


Peace | 430 ( 1) 


Canada 


| 


U 


19377 


Assistant Canadian Govt. National Film Board 

Trade Comn issioner , Canada Govt . of Canada, 
Gresham Assurance Canada . 
House , Mint Road , P 0 . 
Box 886, Bombay . l . 


21 2 57 


31 


B - 18386 


U 


19378 


Glacier National Park | 341( 1 ) 

This World of Ours ) 
( English ) ( Colour ) 16 mm . 


LLY 


21- 2 -57 


32 


Educational Films of Encyclopaedia Britannica U . S . A . 

India , Division of Film | Films Inc., U . S . A . 
Library Ltd ., 190 , Horn 

by Road , Bombay l. 
| Cultural Section Embas . Mosfilm Studio , U .S .S . R . || U . S .S .R . 

sy of U . S . S . R . “ Sovex . 
portfilni ” , 163- 163A , 
Lower Colaba Road , 
Bombay 5 . 


U 


B - 18309 | Saltanat (Russian With | 9058 ( 10 ) 

Hindi titlee) ( Colour ) 35 
mm . 


19379 


21 2 -57 


19380 


33 | B - 18364 | A Day In The Life Of The | 1023 ( 1 ) 

Governor General (English ) 
16 mm . 


Assistant Canadian | Canadian Broadcasting Canada 
Government Trade Co - Corporation , Govt . of 
mmissioner , Gresham | Canada , Canada . 
Assurance House , Mint 
Road , P . O . Box 886 , 
Bombay 1. 


21 - 2 -57 


34 | B - 18363 


Making Bronze Statue | 400 ( 1 ) 
(English ) 16 mm . 


Encyclopaedia Britan - | U . S . A . 

nica Films Inc., U . S . A . 


U 


19381 


Educational Films of 
India , Division of Film 
Library Ltd ., 190, 
Hornby Road , Bombay 


21- 2 -57 


1 . 


35 


B - 18364 


Street 


381( 1 ) 


Safety On the 
(English ) 16 mm . 


Do . 


Do . 


Do. 


U 


19382 


21 - 2 -57 


36 


B - 18366 


Learning About Your Nose | 326 ( 1 ) 
(English ) 16 mm . 


Do . 


Do. 


Do. 


U 


19383 


21- 2 -57 


37 | B -17227 | Getting Together 35 mm . 


1435 (2 ) 


India 


19384 


| Films Division , Govt. of National Education and 

India , 24, Pedder Road , Information Films Ltd . 
Bombay 26 . 


20 2 -57 


Valid for thirtees 
versions, English , 
Hindi, Tamil, 
Telugu , Bengali 
Gujrati, Marathi, 
Punjabi, Malaya 
lam , Kannada 
Oriya, Assamese 
and Kashmiri . 


38 


B - 18292 


| Trailer of “ Captain Kishore " | 467 ( 1 ) 

( Hindi) 35 mm . 


Do . 


U 


19385 


Wadia Movietone, Zaveri Wadia Zovietone, Zavori 
Bldg ., Chamarbaug Road , Bldg ., Chamarbaug Road , 
Parel, Bombay 12 Parel, Bombay 12 . 


21- 2 -57 


11 Via , Al lulus u , le ? 


HO 


- 


w 


PL 


Am 


. 


1 


WWW 


. 


19386 


39 | B 18387 | Trailər of “ Solid Gold 

Cadiliac ? (Megascope) 
(English ) 35 mm 


187 ( 1 ) 1 Columbia Films of India Columbia Pictures Cor . | USA 

Ltd , Lotus House 33A , poration USA 
Marine Linor , Bombay 1 | 


21 2 57 


40 | B 18387 


Do 


Do. 


Bo. 


U 


19387 


Solid Gold ( adılıac (Megas 
scope) (English ) ( Partly | 8 , 951( 12 ) 
Coloured ) 35 mm 
Mora Salam (Hindi) 35m m 14, 100 ( 15 ) 


21 2 57 


41 


B 18301 


India 


19388 


Sushil Pictures , C /o H Sushil Pictures, Clo . 
Singh 413E , Vasant H Singh , 413 E Vasant. 
wadı Kalbadevi, Bom | wadı Kalbadevi, Bom . 
bay 2 


With 
mark 


triangle 


21 2 57 


bay 2 


Do 


Do 


De 


endorsement 

No B 18301 
Film Mera Salam (Hindi) 
Length applied - 14 ,139 fu 

U Cert No. 19338 of 21st February 1957 
Reduce 
Reel XII- Coneiderably the nightmare of Kishwar where she finds angels carrying bier of Salıma and she ories and bowails_ -39 ft. (Length retained - 11 ft ) 

Actual length of the film -- 14 ,100 ft 
que 42 B - 18375 | Once We Were Four ( Eng . | 803( 1 ) IJ Arthur Rank Film | Mary Field UK 

U . K U 

19389 
lish ) 35 mm 

Distributors ( India ) Pri 
vate Ltd Lotus House, 

22 2 57 
33A , Marine Lines , 

Bomlav 1 
43 B 18374 | Living In London ( English ) | 785 (1 ) 

Do 

Do 

19390 
33 m in 

22 2 57 
B 18373 King Of The Birds ( Fng | 1 351(2 ) 

Do 

19391 
lubh ) 35 mm 

Neal Rankin , UK 

222 27 
45 B 18372 The Amazing Dolphin of 898 (1 ) 

Hayward Films,U K 

19392 
Oponori / English ) 35 mm 

22 2 57 
46 B - 18377 London Visitors (English ) | 997 (1 ) 

Mary Field U K 

19393 
35 mm 

22 2 57 
B 18355 Trailer of “ Jahazı Lootera " | 325 ( 1 ) Akoo Productions , Jyoti Ram Kumar 

India 

19394 
( Hindi) 35 mm Studios Bombay 7 

22 2 57 
48 B - 18341 Gas For Better Living (On | 365 ( 1 ) | Standard Vacuum Oil Co | Esso Oil Company , | U . S . A 

19395 
LP Gas )( English ) 16 mm 

Post Box No 181, Bom USA 
bavl 

22 2 57 
49 B 18371 Country Pride - Kent- 1234 ( 2 ) J Arthur Rank Tilm | Drummer Films UK U . K . U 

19396 
(English )(Colour ) 35 mm 

Distributors ( India ) 
Private Ltd , Lotus 

22257 
House 33A , Marine 

Lines Bombay 1 
50 B -18390 Gerald McBoing Boing On | 640( 1) Columbia Films of India | Columbia Pictnres Corpo ! USA . I U 

19397 
Pinat Moo (English ) 

E , Lotus House ration USA 
(Colour ) 35 mm 33A , Marine Lines , 

22 2 57 
Bombay l 
51 B - 18394 Power Over Pain ( Colour ) 35 ) 100 , 1 ) L J Bijiani United | Sales Products Overseas UK 

Sales Products 

U 

19398 | Valid for English 
mm Film Makers , Himalaya Ltd UK 

and Hindı versions . 
House Palton Road 

22 2 57 
Bon bar 
B 18376 Country Comes To Town | 1,443 (2 ) J Arthur Rank Film 

| G B Instructional UK 

19399 
(English ) 35 mm 

Distributors ( India ) Pri 
vate Ltd , Lotus House 

22 2 57 
33A Marine Lines 

Bombay 1 
53 | B 18382 We Go To School (English ) | 400 (1 ) Nation i Elucation di Coronet Instructional USA. U 

19100 
16 m m . 

Information Tilms | Tilms,USA 
Lud National House 

22 2 57 
Tulloch Road , Bombay 
54 B - 18380 | Lets Draw With Crayons | 40C( 1 ) 

Do 

Do 

19601 
( Engli h ) 16 m . m 

22 2 57 
55 B 18379 Let s Count ( English ) 400 ( 1) 

Do 

19602 
( Colour) 16 mm 

22 2 57 
B 18378 Birds of Our Story Books 400 ( 1) 

Do 

Do . 

19603 
( English ) (Colour) 16 mm 

22 2 57 
57 B 16386 | Filing Procedures In 400 ( 1) 

19604 
business (English ) 16 mm 

22 2 57 
B 18279 | Personal Health For Boys | 400 (1 ) Do 

19605 
( English ) 16 m in 

22 2 57 
59 B - 18277 | Basketball For Girls Game 400 ( 1 ) Do 

19606 
Play ( English ) 16 mm 

22 2 57 
| B - 18385 Helping In The Care Of 400 ( 1) 
H 

19607 
Younger Children ( Eng 
lish ) 16 mm 

22 2 57 
61 | B - 18383 Banks And Credit ( English ) | 400 ( 1) 

19608 
16 m m 

22 2 57 
62 B - 18384 Home Nursing Funda- 500( 2 ) 

19609 
mentals (English ) 16 mm 

22 2 57 
63 B - 18381 | How Man Made Day 400 ( 1 ) 

19610 
( English ) (Colour) 16 mm 

22 -2 -57 


Do 


Do 


Do . 


Do 


Do 


Do 


Do 


Do . 


Do . 


Do . 


RUC 


O 
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24 


. 


E 


. . 


. 


R 


ULLAM 


TiTTiTTITIT 


10 


CMS 


A 


B 18350 


235 ( 1) 


19611 


Trailer Of " Baek From 
Eternity" (English ) 
(RKO scope ) 38 mm 


22 2 -87 


RKO Radio Pictures RKO Radio Picturs , I USA. 
Private Ltd , Dhannur | USA 
Building , Sir P M 
Road , Bomlay 
20th Century Fox Maleno Malenottı, Italy , | Italy , 
Corp. ( India ) Private Dubbed in U . K . 

Dubbed 
Ltd , Metro House , 

in U . K . 
Mahatma Gandhi Road , 
Bombay. 


18194 


u 


19612 


Trailer of " Most Beautiful | 371( 1 ) 
Woman In The World 
( English ) ( Colour ) 35 m n . 


With 
mark . 


triangle 


22 2 -57 


Indorsementa 

No. B 18124 
Trailer of " Most Beautiful Woman In The World " ( Colour ). 
Length applied - 389 ft . 

U Cort No . 19612 of 22- 2 1957 . 
Dolete 
1 . Clonor shots of dancers in briefs and netting and of Lina when she appears as Venus in house in Paris -- 18 ft 6 frames 

Actuallength ofthe trailer - 371 ft . 


I 


U 


19613 


With 
mark . 


triangle 


66 1 B - 18199 | Most Beautiful Woman 1 10 ,342( 13 )| 20th Century Fox Corp . | Mileno Malenotti, Italy , 
In the World (English ) 

(India ) Private Ltd , Dubbed in UK 
( Collour ) 35 m .m . 

Metro House , Mahatma 
Gandhi Road, Bom 


Italy . 
Dubbed 
in U . K 


22 2 57 


bay, 


lorsemon 

No. B /18123 
Film Most Beautiful Woman In The World ( Colour ). 
Length applırd 10451 ft 

It l ert No 19613 of 22 2 -57. 
Delete .com 

Reell - Shots of rowdy spectators pelting eggs on the back of prostitutes while they are dancing -— 5 ft 1 frame. 

Reel VII - Closer shots of dancers in briefs and nettings and of Lina when she appears as Venus in an operahouse in Paris - 72 ft . 
Redue 
Reel V . Considerably the fight between Lina and French erger in Green room -- 31 ft 8 framas (Retained - 29 ft . 8 frames ). 

Length of excisions - - 108 ft 9 frimeg . 
Actual length of the film 10 , 342 ft 


B -18367 | Young Days (English ) 7 ,000(8 ) 

(Colour ) 35 m . m . 


19614 


22- 2 -57 


B - 18368 


Chapayev (Russian with 
Hindi Sub -titles ) 35 mm 


8, 943( 9 ) 


19616 


Consulate General of Czechoslovak State Film , Czecho . U 
Czechoslovak Republic Praha , Czechoslovakia . slovakia 
" Marcopia " , 5 , Pedder 
Road , Cumballa Hill , 
Bombay 26 . 
Cultural Section , Em - Lenfilm Studio , USSR . | U S .S R . 1 U 
bassy of USS R ., 
“ Soveportfilm " . 163 
163A , Lower Colaba 
Road , Bombay 5 . 
RKO Radio Pictures RKO Radyo Pictures, USA. U 
Private Ltd , Dhannur | U S . A . 
Building, Sir P M . 
Road , Bomby. 


22 - 2 -57 


69 


B - 18319 


trianglo 


Back From Eternity ( 8 ,590( 11) 
(RKO scope ) (English ) 35 


19616 | With 

mark , 
23 - 2 -57 


m 


. m 


Indorsement 

No. B /18349 
Film : " Back From Eternity" (RKOscope ) 
Length applied 8927 ft . 

U . Cert . No, 19616 dated 23 - 2 1957. 
Delete. 

Real Delete soquenre opening after titles where Rena and a man s dialogues establish that they are involved in white slave traffic , the man strikes Rena who falle 
on sofa at the blow and 19 told that she will now have to go to South America , a model in briefs with biru lags and th gas is shown throughout the sequence . The sequonco 
onds with a dissolve on an Air ticket shoved in Rena s hands - 330 ft . 
Reel VIII - Delete dialogue addressed to Tomy Malone about Indians outting the throats of their victims. 

Judd : Crimpt told me. Very bad Indians . They get you and then they cut . . . 
Rena Gasping : Holds Tommy close as they hear . . . . . Your head off . . . . . 
Judd : Offt . . 
Rona : Off! . 
Louise : Off ! 
Judd : Will yo i stop it ! 

Total length of excisions - - 337 ft. 
Actual lengh of the film afier afuresaid excisions- - 8,590 ft. 


7 ft . 


70 


Italy 


A 


B -18311 | Resuscitation Of The 728 (1) 

Hypoxemir Newborn 
( English ) (Colour) 16 mm . 


Mac Laboratories Private Carlo Erra ; S . P . A . 
Ltd . , Great Social | Milan , Italy 
Buldg . G . Sur P M 
Road , G P O Box No 
1831, Bombay l . 


18 - 2 -57 


Do. 


Do 


504 


- 


18 - 2 -57 


71 B - 18310 Allergic Diseases In | 771( 1 ) 

Otorhinolaringology ( En . 

glish ) (Colour ) 16 m . m . 
| B - 18309 | Cardiac Arrest In Surgery 631( 1 ) 

Of The Bloodless Heart 

(English ) (Colour) 16 m .m . 
73 B - 17905 Attack (English ) 35 m .m . 9,434 (11) 


Do . 


Do 


505 


18 - 2 - 57 


506 


With 
mark . 


triangle 


20th Century Fox Corp . | The Associates And 
( India ) Private Ltd , Aldrich Company 
Metro House , Mahat . I l . S . A . 
ma Gandhi Road , 
Bombay. 


19- 2 -57 


ndorsememahan 

No. B /17903 
Mim Attack , 
Length applied : 9 , 673 ft . 

A - Cert No. 506 of 19 - 2 -57 . 
Delete 

Reel VI- Aftor the German officer is pushed in front of the machine -gun fire and he falls to the ground all shots of his wounded body lying on the ground- 11€ . 
Reel IX - Close views of Costa s battered arm and hand - 41 ft . 15 frames. 
Reel X - All shots of Costa at the end of the reel after his body slides down the wall to a sitting position - 150 ft 
Reel X i XI - All close views of Costa s dead face which is seen with gapping mouth and a stark look — 20 ft 5 frames . 

Reel XI- - The shot in which Col. Bartlett touches and turns the dead body of Capt . Cooney with his feet - 3 ft. 8 frames. 
Reduce 

Reci IX - Considerably shots ofGorman tank approaching and orush .ng Lt Costa , after he skips down on the grouna in the door-way ; remove particularly alone view 
of Costa s horrified face and his gronning sound - - 12 ft. 8 frames. (Length ratained - . 8 ft.) 

Length of exoisions239 ft . 4 frames. 
Actual length of the film .--- 9, 434 file 
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10 


1 


2 


74 


B 18064 


0 ,554 ( 8 ) 


| U . S. A . 


A 


507 


Curucu , Beast Of The 
Amazon ( English ) ( Colour ) 
35 m . m . 


| Universal Pictures India | Universal International 

Private Ltd ., Mustafa Films Inc , U . S . A . 
Building , Sir P M 
Road , Bombay . 


20 - 2 57 


Passed in conformi. 
ty with decision 
of special Re 
vising Committee, 
(With triangle 
mark . ) 


Endorsement 

Ne B / 18C84 
Film - Curucu , Beast of the Amazon ( Colour ) 
Length applied - 6 ,863 ft 

A - Cert No. 507 of 20th February 1967. 
Delete 

Reel 11 – The entire cabaret dance performed in a night club in Rio by a woman wearing very scanty dress - 160 ft , 

Reel VIIThe snake dance , in Tupanico s hut, , in which the female dancer is shown with very scanty clothing and two snakes are shown crawling over her bcdy during 
the dance - 101 ft . 

Reel VIII – Close shot of Tupanico s head being taken out of a basket - 8 ft . 
Close shots showing Andrea being encircled by a python - - 2 ft 
Shots showing clearly four shrunken heads on wall inside Tupanico s hut - - 15 ſt 
Reduce 

Reel VII – To a flash shots in which a dead body is shown on the float in the river; particularly deleting shots in which only the skeleton of palm of the hand is seen 
dangling in water — 13 ft . 

Length of excisions - - 299 ft . 

Actual length of the film - 6 ,554 ft . 
Alterations under Rule 29. 
1 B - 13766 | Destination Konkan (Eng . | | Burmah Shell Oil Stor - | James Beveridge Bur . , India U 

14508 Valid for English 
lish ) Or Konkan Ka Kal. | age & Distributing Co . | mah Shell. 

and Hindı ver 
yan ( Hindi ) 35 m . m of India Ltd , Ballard 

28 - 10 - 55 sons . ( This certifi 
Estate, Bombay 1. 

cate was endorsed 

on 18 - 2 - 1957. ) 
Endorsement 

No. B /13766 
Film - “ Destination Konkan ” (English ) Or " Konkan Ka Kalyan ” (Hindi) 

[1 — Cert No 14508 of 28th October 1955 . 
Alteratrons under Rule 29 
Deleted Voluntarily from the English rersion 
Reel 1-ma. Bullock cart arriving at Burn ah Shell godown — 19 ft 

6 . Hay market scene — 5 ft. 
c . Burmah Shell Agent s shop ecene -. 88 ft . 
d . Sewri installation —— 40 ft. 
e . Men loading petroleum products in countrycrafts - 77 ft. 

f. Men climbing on the mast of countrycraft - 37 ft. 
Reel II - a . Surf breaking and country craft - 45 ft. 

b . Custon s officer checking & upto countrycraft leaving-- 267 ft. 
Reel III - a . Truck with petroleum products arriving - - 129 ft . 

Length of approved voluntary deletions_- 705 ft . 

Actual length of the English version - -2 ,122 ft. 
2 B- 18301 Mera Salam ( Hindi ) 35 m .ne. Sushil Pictures, 413E , Sushil Pictures , 413E , India 

19388 This certificgre 
Vasant Wadı, Bombay 2 Vasant Wadı Bombay 2 | 

was endorsed on 
21- 2 57 . | 29 - 2 -57. 


Endorsement 

No. B / 18301 
Film - Mera Salam (Hindi ) 

U - Cert . No 19388 of 21st February 1957 . 
Alterations under Rule 29. - 
Added 

Reel VIII - Comedy scene measuring — 247 ft. 
Reel XV - Prayer ( Duva) scene - 1,269 ft. 

Length ofapproved voluntary additions--- 1, 506 ft . 

Actuallength of the film after the aforesaid additions -- 15 ,508 ft . 
N . B . - The number of reels changed from 15 to 17 
ADDITIONAL ENDORSEMENTS 
Endorsement 

No. B /8556 
Film - Let s Ask Nostradamus 

U.. .Cert. No. 10117 dated 30th December 1953 . 
This certificate is valid upto 29th December 1958 also for the 16 m .m version of the film Length - 378 tt. 


Particulars of films granted or refused certificate by the Central Board of Film Censors ( Regional Office . 

Calcutta ) during the week ending 23rd February 1957. 
Instructions : B - Bombay ; C — Calcutta ; M — Madras . U - Certified for unrestricted public exhibition . 

A - Certified for public exhibition restricted to adults 

i. e . persons of 18 years. 


film 


Applica . 
tion No. 


Serial 
No 


Name of the 
with language . 


Length of 
the film 
in feet & 
No. of 
reels 


Name of the person or 

Co . applying for the 
certificate with address 


Country 

of 
origin 


Name of the person or 
Co . who has produced 
the film with addrens. 


No and 

date of 
Nature of Jeertificate 
certificate 188ued or 

date on 

which 
certificate 
was refused 


granted 


Remarks 


7 


8 


10 


1 


- 


12820 


C - 1776 


Win A Raleigh , 35 m . m . | 30 ( 1 ) 
(English ). 


Film Services , 38 , Golf 
Club Road , Calcutta . 


Film Services 38 , Golf | India 
Club Road , Calcutta 33. W Bengal 


18 - 2 -57 


~ 


1 


02 | 


Do . 


2 | C - 1771 


12821 


U 


| Sesh Parichay, 35 m .m . | 200 ( 1 ) 

(Bengalı ). 


Cinematographic Pub . 
licity Service , 29 /11, 
Hazra Road , Calcutta 29 


18 - 1 -57 


Do . 


- 


250(1 ) 


Do . 


3 


C - 1772 


12822 


Do. 


U 


| Devasur, 35 m .m . ( Bengali 

& Hindi). 


Valid for both 
Hindi & Bengali 
versions. 


18 2 -57 
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Alteration Under Rule 29 


1 


D -81 


Rangilee Duniya 35 m .m . | 125 


( 


1 
. 


Cinematographic Publi- 
city Service 29 /11 Hazrat 
Road , Calcutta 29 . 


, . . 
* , . 


Dit 
" 1 


U 


| India | 
W . Bengal 


12810 


Endorsement made 
on 18 - 2 -57. 


28 - 2 -57 


Addition of a shot in Black & White " 55 ft . approved , 


Length of the film after appioved addition - 180 ft 


21-82 


U 


Interrupted Dance 35 m . m . | 125 ( 1 ) 
English . 


12645 


The Clarion Productions | The Clarion Productions | India | 
34 , Park Mansions, 34 , Park Mansions W Bengal 
Calcutta , 

Calcutta 


Endorsement made 
on 19 - 2 -57 


19 3 -56 


Addition of commentary in Hindiat the end approved . 
No change in the length . 


Particulars of new films certified or refused a certificate by the Central Board of Film Censors (Regional Office , 

Madras) during the week ending Saturday , the 23rd February 1957. 
Instructions : B - Bombay ; C - Calcutta ; M - Madras. U — Certified for unrestricted public exhibition . 

A - Certified for public exhibition restricted to adults 

1.e . persons of 18 years. 
P . E . - Predominantly Educational. 


Serial Applica 
No. tion No 


Name of the film exa 
mined with language. 


Length of 
the film 
in feet & 
No . of 
reels 


Name of the person or 

Co. applying for the 
certificate with address 


Name of the person cr 
Co . who has produced 
the film with address 


No, and 

date of 
Country Nature of certificate 

certificate issued or 
origin granted 

date on 

which 
certificate 
was refused 


Remarks 


10 


11 M 1271 


2 , 100 ( 2 ) 


Ltu , 


Pudhiya Samudayam ( Ta - 
mil ) 35 m . m . 


Morak (Private ) 
Madras 20 . 


Ltd , Morak ( Private ) 

Madras 20 . 


India 
(Madras) 


16378 


18 - 2 -57 


2 


M -1276 


Miss Marry (Hindi) 35 m .m . | 14 , 997 ( 17 ) AVM Productions, Mad - | AVM Productions, Mad | 

ras 26 . 

ras 26 . 


Do . 


U 


16379 


22 - 2 -57 


3M- 1272 


Makkalai Petra Maharası | 15 ,523 ( 16 ) Sree Lakshmi Pictures, 
( Tamil ) 35 m .n . 

Madras 17 . 


Sree Lakshmi Pictures , 
Madras 17 . 


Do . 


1 


U 


16380 


23 - 2 -57 


Bombay , the 26th February 1957 


M . D . BHAT 

Chairman 
Central Board of Film Censors 
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Particulars of films re -certified or refused re -certification under Rule 27 -B by the Central Board of Film Censors 

(Regional Office, Bombay ) during the week ending 23rd February 1957 . 
Instructions : B -- Bombay ; C — Calcutta ; M — Madras. U - Certified for unrestricted public exhibition . 

Am- Certified for public exhibition restricted to adults 

i. e. persons of 18 years. 


| Applica 


Applice . Name language 


Name of the film with 


Country 


Remarks 


Seria 


tion No . 


of 


No . 


No. & 
date of now 
certificate | Nature of 
or date of new certifi 
refusal of cate 
new certifi . 

cate 


Length of Name and address of Name and address of 
the film application for re - certi . 

producer . 
with No, 

fication 
of reels 


origin 


10 


U . S S .R . 


19178 


B -27B / 
2562 


On The Cucus Arena ( Eng - 6265 ( 7 ) 
lish ) ( Colour ) 35 m m . 


M / Select Trading & Central Documentary 
Cine Films (Private ) | Studio , U .SSR. 
Ltd .,Govardhan Bldg . 
Parekh St , Bombay 4 . 


18 -2 57 


2 


" 42" ( Bengalı ) 35 m m . 


13666 ( 16 ) 


Film Trust of India 


India 


19179 


U 


with triangle mark 


B -27B : 
2552 


Anıl K . Sengupta , Clo 
Film Distributors Pri 
vate Ltd ., 27 Bentink 
St. Calcutta . 


18 - 2 -57 


Endorsemoal: 

No. B 27B /2552 
Film . “ 42” (Bengalı ) 
Original Length : 13678 ft. 

U - Cert . No . 19179 dt 18 -2 -57 . 
Reel No. 9 . Reduce to a flash the seqnence showing the Major beating Ajay .- 12 ft. 

Actual length of the filre afteraforesaid cut ----13666ft - 
B - 27B / 

che Fisherman and The 2952(3 ) 1 M /s Select Trading & | Soyuzmultz Film Stu - | U S .S R . I 
2503 Fish " (English ) (Colour) 

Cine Films ( Private ) dio , USSR 
( Cartoon ) 35 mm . 

Ltd ., Govardhan Bldg., 
Parekh St , Bombay 4 


19180 | 


19 2 -57 


19181 


B - 27B 
2516 


Problems of A Small Co 
mmunitt (Marathi) 16 mm 


United States Inforına United States Informa- USA. 
tion Servire , " Ihe In | tion Service , U S . A 
ternational” 16 , Queen s 
Road Estate , Bombay 1 


20 - 2 57 


DO 


B - 27B ! 


Do . 


19182 


US Community and Its 1 763(2 ) 
Citizens (Marathi) 16 mm 


2518 


20 - 2 -57 


Do . 


Walt Disney ,USA. 


I 


19183 


B - 27 
2522 


Grain That Built A Hemi- | 375 ( 1 ) 
sphere Marathi (Colour) 
16 mm . 


20 -2 -57 


7 


19184 


B -27B / 
2564 


Trailer of " Mutiny On The 287 ( 1 ) 
Bounty " ( English ) 35 mm 


Metro Goldwyn Mayer | Metro Goldwyn Mayer. | 

India Ltd ., Metro | U . S . A . 
Hougo ,Mahatma Gandhi 
Road , Bombay . 


20 - 2 -57 | 


B -27B / 


- 


Blue Angol (English ) (Co - 897(1) 
lour ) 35 mm . 


19185 


2567 


Columbia Films of India Columbia Pictures Cor 
Ltd ., Lotus House , | poration , U . S . A . 
33A , Marine Lines , 
Bombay 1 . 
Do . 

Do . 


21- 2 -57 


Do . 


1 Do. 


| B - 27B ! 

2565 


Self -Made Maids (English ) | 1491 (2 ) 
35 mm . 


19180 


21 -2 -57 


10 


19187 


B -27B / 
2527 


Periodontal Treatmont | 1300 ( 4 ) 
( Silent ) ( Colour ) 16 mm . 


United State Informa. American Dental Associ - | Do. 
tion Service , " The In - | tion , U . S . A . 
ternational” . 16 , Queen s / 
Road Estate , Bombay 1 . 


No. dialogue or 
Commentary . 


22 2 -57 


1300(4) 


Do. 


Do 


19188 


U 


u | B -27B / 

25 26 


Root Canal Therapy 
Silent. ( Colour) 16 mm . 


No dialogue or 
Commentary . 


22 - 2 -57 


U . K . 


19189 


1227B / 

2579 


Developmont Of The Rab - 
bit ( English ) 16 mm . 


1280 ( 1 ) | Ama Eduoational Pri. | Central Office of Infor 

vate Ltd ., Canada Bldg ., mation , U . K . 
HornbyRoad , Bombay 1 


22 -2 - 57 


felme re - certified or refused re - certification under Rule 27 - B by the Central Board of Film Censors 
Particulars of films re -certified or refused re - certification 

(Regional Office , Calcutta , during the week ending 23rd February 1957) . 
westions : B _ Bombay ; C - Calcutta ; M - Madras. U - Certified for unrestricted public exhibition . 

A - Certified for public exhibition restricted to adults 

i.e . persons of 18 years . 


with 


Savil Anle 
No. tion No. 


Name of the film 

language 


Remarks 


of 


Lengthe Name and address of Name and address of Caunt 

and address of Country 
of the film | applicant for re- certifica . producer 
with No . tion 

origin 
of reels 


No. and 
date of 

new 
| certificate | Nature of 
or date of new certifi 
refusal of cate 

new 
certificate 

8 


10 


napisu 


18802 


U 


Pralhad . 35 mm . ( Bengal ) . | 10 .081( 11)| Aurora Film Corporation | Aurora Film Corporation | India 

Ltd . 125 , Dharamtolla Ltd . 125 , Dharamtolla W . 
St, Calcutta 13. St , Calcutta 13. 

Bengal. 


| With triangle mark 


18 - 2 -57 


Endorsementmade by the Central Board of Film Censors on 19th December 1951. 
In Preet No. 11- Delete Shot depicting hideous sight of the contents of stomach torn open -- 3 - 8" 

Length of the film after excision — 10 ,0818 — 4 " 


GA 


OP . DLA , APRIL 6, 1907 


| PART III 


. 4 


TAL 


3434 (3 ) 


Galperson , / U . K . 


0 -27B /693 ) Golden Salamunder, 10 nam . 

(English ) 


18803 


1 


With trianglo mark 


J . Arthur Rank Film | Alazandor 
Dintributors (India ) | U . K , 
Private Ltd , I , Humayan 
Pleou, Caloutta. 


18 - 2 -07 


Ondorsement made by the West Bengal Board of Censors on 28th May 1950 


La Reel No. 8 . Omit the whots of passionate kissing and hugging between Anna and David Rodfern on tho beach , 


18804 


C -970 /641 Two Works With Love , 8287(10 ) 

( Colored ) 36 mm . (Eag 

ligh ), 
C - 27B /640 | Net Morvels , 35 mm . | 803(1 ) 

( Engliab ). 


20 - 2 -07 


a 
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Endorsementmoule by the Bombay Board of Film Censors on 13th A pril1049 
( Oortificate No. 41701) in respect of the 35 mm , gauge of the Allm . 

on Port Nos. 1 . 2 . 6 . 9 and 11 - Delete all actual drinking SOHNAN and reduce the drinking 664110s to tho alsolute minimum csaential for tho continuity of the story 
( 589 ft .). 
Wuturreinentmade by the Central Buard of Film Oenors on 2817 September 1951 in respect of the 16 min . gange of the film . 
Driele cunsor cortifcato of British Board of lila Cuora A 

Length of the lilin aftor (4 roigion – 3788 — 7" 


Particulars of films re- certified or refused re -certification under Rule 27- B by the Central Board of Film Censors 

(Regional Office , Madras) during the week ending Saturday , the 23rd February 1957, 
Instructions : B - Bombay ; C - Calcutta ; M - Madras; U - Certified for unrestricted public exhibition , 

A - Certified for publir exhibition restricted to adults i.e ., 

persons of 18 years . 
P . E . - Predominantly Educational, 
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Budornment on renowed Congor Certificato No . 16992 - U datud 201h Fabruary 1957 - uod tu tho film " Sant ( Teluga ) — 98 mm 
Copy of endorboment on Cunaor Certificate No . 3287 - U date ! 11th Fobruary 1962 - 1964ed to the film " Santi" ( Telugu) - 30 mm 

Longth us in tho apploation -- 10 , 812 ft . 
Outs 

1 . Reell - Romove the four lmes in the Santi song from " Kayo Bavallu to Kompaloa gathllodho " , - 50 ft. 
2 . Reel 1 - Renovo tho shota showing the violent gostures of the peamanta when singing the lines about Zamindari abolition in the HiLmenong . - 5 ft. 
H , Reel 3 - Delete the demonstrations of olenohed fixtx when the studentu bid farewell to Karuna Kumar, ft . 
4 . Rull - Out short the blackmail doupe omitting the diologue botweon Mandhata and the murderer after tho money is romoved . ( two bits ). - 19 ft. 
8 . Real 16 - Romovn tho shots showing the violent gcatures in the Burra Katha song. - 28 ft . 
8 . Recl18 _ Remove the scene in which the peasants colloot orowbard and other arme when they lenti about the kidnapping of Karwna Kumar (three bits - 90 ft . 
7 . Ruel 18 – Curtail tho soude of mob trumpay into Mandhata s house by omittlag tho exuliongo of harsh word between Marayya and Mardhatu ( three bite ). - 42 ft . 

Totallength of oxcisions - 181 ft . 
Actuellength of the Alm after eroinlons- 16 ,881 ft, 


Bombay , the 26th February 1957 


M . D . BHAT 

Chairman 
Central Board of Film Censors 


